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Domestic Engineering says: The business man who ts de- 
luded into believing that he can do business without ad- 
vertising will wake up some day to find that his business is 


being advertised—by his creditors. 


OHIO AND INDIANA PLUMBERS STILL IN 
NEED OF RELIEF. 


cient and have accomplished much good. 





HE prompt relief measures taken by various 
organizations the country over for the flood 
sufferers of Ohio and Indiana, have been efh- 





However, personal investigation made by mem- 
bers of the staff of ““Domestic Engineering” during 
the past ten days in both states, since the floods 
have subsided, and rendered these districts acces- 
sible, shows that losses have been sustained by the 
trade that it will take tens of thousands of dollars 
to replace. 

It is only after an accounting can be taken of 
such a catastrophe, that the real loss is ascertained. 

Many master plumbers and fitters have lost their 
homes as well as their places of business and stocks 
of goods. 

As stated in these columns two weeks ago, meas- 
ures for immediate general relief, through the Chi- 
cago Association of Commerce, in which “Domestic 
Engineering” took part, resulted in immediate con- 
tributions from many in the trade. 

These funds were, of course, used to further relief 


work irrespective of the needs of any one particular 
class of trade. 

The need now is for funds to help the master 
plumbers and fitters who lost their possessions and 
are in financial need, to again get on their feet. 

lor that reason “Domestic Ingineerine” has at 
this time made a further contribution of $100 to 
this work, which has been sent to the treasurer ot 
the National Association of Master Plumbers, and 
urges all affiliated with the trade to assist to the full 
extent of their ability. 

The cause is a worthy one without help at this 
critical time many in the trade will be unable to 
resume business this season, if at all. 

Many jobbers and manufacturers have been and 
are now extending credit for materials until the time 
of stress 1s over. But the immediate need is for 
ready cash with which homes can be rebuilt, busi- 
ness places put in order or replaced, and those most 
in need of assistance helped to their feet, that they 
can better take care of themselves. 

Let the trade respond to a call that is worthy— 
that means now the very business existence of many 
fellow craftsmen in these states. 

It is always the reconstruction period that 1s 
hardest—-the time when the real work begins, and 
when men’s souls are tried. 

Contributions to this reconstruction fund may be 
sent to the secretary of the National Association ot 
Master Plumbers, Charles Murphy, 1482 Broadway, 
New York City, or 1t preferred, to “Domesti 
Engineering,” to be forwarded by this office to the 
proper authorities, and acknowledged in our col 
umns. 

[In another part of this issue will be found an ar 
ticle entitled: “The Departing Flood,” forwarded 
to us by a master plumber of Marietta, Ohio. Read 
it~ there is a human appeal in those words that 
should cause the man whose home and business 
have been untouched by the elements, to hold out a 
helping hand and a generous pocketbook to the fel- 
low-tradesman who is now most in need. 

It 1s such times as this that show of what stuff 
the master plumbers of this United States are made. 


This 1s a time for action. 














Heating Large Assembly Room by Hot Water 


Questions Continually Arise Concerning the Heating of a Room on 
a Level With the Heater, Some of Which Are Answered Herewith 


By JOSEPH GRAHANMNI 
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Louraine pattern with extra high legs. The returns are 
run at the floor, between the wall and the sheathing in the 
assembly room, and under the floor in the section occupied 
by the officers. The circulation throughout the system is 
perfect, and as there are no air valves on the radia 


it makes a very simple apparatus to take care ot. A heavy 


cast iron expansion tank is connected above the top of the 
four-inch loop with overtlow pipe to boiler room and an 


altitude gauge on the boiler. 

During certain parts of the day the assembly room is 
used by three hundred men, and as smoking is allowed, a 
system of ventilation was installed to be used during this 
time 

\ thirty-inch Davison direct-connected fan and motot 
was installed as shown, with galvanized iron vent duct at 
the ceiling, with four 24 x 24 registers, two at the ceiling 
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Modern Practice in Heating and Ventilation 


Methods of Estimating Radiation and Lypes of Radiating Surfaces 
Are Herewith Described and I[llustrated in a Comprehensive Way 


By ALFRED G. KING 


Rules for Estimating Radiation. 
() many rules have been given tor the purpose, and 
so much has been written on the subject of esti 
mating radiation, that most ot our readers are quite 


? 


t is sufficient to say that none ot the 


familiar with it 
rules, which at the present time are employed for quick 
figuring, are absolutely accurate. There are so many ta 
tors bearing upon the results thus obtained, and which are 
not taken into account by the rules, that absolute accu 
racy can be obtained only by other and more precise meth 
ods of figuring. 

We may say, however, that when used with ordinary 
good judgment, there are many simple and easily applied 
rules in vogue that will give results sufficiently accurate 
tor ordinary work 

As stated in a previous article, we can determine to a 
very small fraction just how many heat units are required 
to compensate tor the loss by transmission through ce 
tain parts of building construction, such as outside o1 
exposed walls of various thickness and materials, windows, 
outside doors, etc., and the rules given generally cove: 
these factors; we also have much data regarding iniiltra 
tion and leakage of air; but how many rules take into 
consideration such tactors as loose building construction, 
intermittent heating (as some schools, churches and othe: 
buildings are heated only a portion of the time), the heat 
loss through the open ftire-place, the location of the room, 
as to the points of the compass and exposure to prevailing 
winter winds, and the location of the building, as _ to 
altitude. These are some of the factors that “sound jude 
ment’ on the part of the estimator 1s expected to provide 
for. 

Again, one rule may be based upon and require a gauge 
pressure of five pounds (227.5 degrees) of steam at the 
boiler, while other rules call for but two pounds gauge 
pressure of 219 degrees. 

It is advisable, therefore, that any rule which may be 
employed in estimating be so amended or added to as to 
fit it for use in the locality in which the building to be 
heated is located. 

Some of the rules commonly employed for the purpose 
are those of Baldwin, Mills, and Carpenter. 

Jaldwin’s rule is as follows: 
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tilation for dwelling houses, first floor, 3 /55 of the 
cubic contents per hour for living room: 3/35 of the 
contents for halls: 1/55 Ol the cubic contents tot upper! 


stories, and for churches and like buildings 3/55 to 6/55 
yf t he cubic contents 

The rules mentioned are given for determining the 
amount of direct radiating surtace required ror heating 
by steam with a gauge pressure of two pounds (219 di 
grees) at the boiler, and assumes one change of air per 
hour by leakage 

For heating by hot water, with direct radiation, based 


upon a temperature of 180 degrees at the boiler. it is cus- 
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rule for quick figuring in estimating the radiation required 
for buildings located in the Central, Middle Atlantic, and 
New England States, and has obtained good average re- 
sults by keeping always in mind the tact that exceptional 
exposures require special consideration. 

For example, in estimating for a particularly exposed 
north or northwest room, we add from 10 to 20 per cent 
(according to the construction of the building), to the 
amount of radiation obtained by rule, and we deduct a 
like amount from that required by rule for southernly, or 
particularly well protected rooms. 

We also consider the fact that a thoroughly warmed 
hall, dining room, and bath room are necessary for com- 
fort and convenience. 

A study of the floor plan of a residence shown by Figure 
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| will assist in making plain our method of employing the 
rule. 
Variations to Rules for Estimating. 

The earth is surrounded by a belt of atmosphere S$ev- 
eral miles in thickness which exerts a constant pressure 
upon the earth. This pressure is greatest at sea level, 
equaling the pressure of a mercury column approximately 
320 inches in height Under this pressure water boils at 
212 degrees: hence we must overcome this pressure be- 
fore we obtain steam. 

Denver, Colorado, lies exactly one mile above the level 
of the sea, and at this altitude pure water boils at ap- 
proximately 202 degrees. The altitude of Leadville, Col- 
orado, is a little over 10,000 feet above the level of the 
sea. Here water boils at 192 degrees; therefore, steam 
at 2 pounds gauge pressure at sea level is at a higher 
temperature than it 1s at ? pounds gauge pressure at 
Denver or Leadville; consequently, a square foot of radia- 


tion will give off more heat units when filled with steam 























Fig. 2. 


at 2 pounds pressure at sea level, than it will under like 
conditions at Denver or Leadville, Colorado. 

\eain, the radiation at sea level is giving off or im- 
parting heat to a moist, humid atmosphere which is more 
receptive to heat than the dry, rarified air at the higher al- 
titudes. It requires but little reasoning therefore to un- 
derstand that more radiation is required to raise the tem- 
perature of the air within a building at Denver through a 
given number of degrees than would be necessary to ac- 
complish the same result if the building were located 
sea level. 

It has been fully demonstrated that the floors and walls 
of a building will absorb a large amount of heat and will 
give off or impart this heat to the air of the room for 
hours or even days after the fire is out and the heating 
apparatus is cold. Therefore, it is proven conclusively that 
the radiation required by ordinary methods of figuring for 
a building heated but one or two days each week, or for 
a few days periodically during the winter season, must be 
increased from 40 to 50 per cent. 

\ll rules for figuring radiation are based upon the use 
of direct radiating surface and should another type of 
radiator be desired the necessary addition to the amount 
of radiating surface obtained by rule must be made. 


Types of Radiating Surfaces. 


Radiating surfaces employed for heating purposes are 


of three kinds: 
(a) Direct. 
(b) Semi-direct. 
(c) Indirect. 
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modern heating 
iron in the form 
are 


Direct radiating surfaces, as used with 
pparatus, are made of cast or wrought 
f a radiator or pipe coil. Assuming that our readers 
enerally familiar with the various forms of radiating sur- 
ices we shall discuss them very 

Figure 2 illustrates a direct cast iron radiator. 
surface of this kind should be located under windows or 


along the wall on the most exposed side of the room, for 


briefly. 
Heating 


the reason that the greatest efficiency from direct radiat- 


ing surface is obtained when it is located where the con- 
densation of steam, or the cooling of water in the radiator 
is the greatest. 

This is equally true in locating pipe-coils. 
(Figure 3) are direct radiating surfaces, and what we have 


Pipe coils 


said of a direct radiator is equally true of a pipe-coil. 
Semi-Direct Surfaces. 


Semi-direct, or, as it is frequently called, direct-indirect 
radiating surface, is illustrated by Figure 4, which shows 
radiator It is a semi 
that in 


one type of a semi-direct 


or partially direct radiator for the reason 


direct 
radiator. 


form and location it is similar to a radiator but 
differs 1n character from a direct A direct rad- 
iator warms, and circulates the air directly within a room 


by imparting heat to it by radiation and convection. A 


semi-direct radiator warms a supply of cold outside air, 
which 1s admitted to the room through a boxing at the 
base of the radiator, and then passes upward over its 


heating surface. The boxing at the base of a semi-direct 
radiator is usually provided with a damper which, when 
closed, shuts off the supply of outside air and opens the 
This 


direct 


front of the boxing to admit the air from the room. 
the 
surface. 


method allows radiator to be employed as 
radiating 

Radiation arranged in this manner is considered to be 
an important and economical factor when warming school 
rooms, churches and other buildings where people con- 
eregate for a few hours at a time, and a plentiful supply 
of fresh air is considered necessary during the period of 
occupation. To quickly raise the temperature of such a 
room ofr building when it is not occupied, the outside 
air supply is shut off and the radiators are used as direct 
radiation. As soon as the occupants of the room assem- 
ble the dampers admitting the cold air are opened and a 
admitted to the 


supply of pure air properly warmed 1s 
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Indirect Radiating Surfaces. 





Figure 5 illustrates the indirect type of radiator which 
sits name implies, warms a root idirectly. It 1s located 
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at some point below the space to be heated and warm: 
the room by admitting to it a constant supply of fresh 


air which 
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suriace 


has been heated by passing over the hot surfaces 


idiator. 


yf the 1; 


To obtain the proper service from indirect radiatu 


it is essential that the boxing, or casing, surround 






























































room. ing the radiator be constructed in such a manner that the 
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ide temperature of 70 degrees is demanded, the heat- 
ing surface of an indirect hot water radiator must be 
increased seventy-tive per cent over the amount required 
for steam, as the etticiency of an indirect hot water radia- 


tor 1s seldom above 150 degrees at the register under such 


Once Enough. 

It was in a West End restaurant, where Sandy went 
for a drink, and he ordered a whisky and soda, for which 
they charged him a whole shilling. He complained of 
the price and said he was only accustomed to pay 3 
pence for a nip of whisky. 

“Ves, that’s all well enough,” said the barman, “but 
you've got to pay something here for tne surroundings- 
the velvet seats and the mirrors and the beautiful pic- 
tures on the wall, and all that.” 

Next day Sandy went into the same place again, or- 
dered a drink and put down 3 pence. It was a different 
barman, but he protested. 

“No, no.” said Sandy. “No, no, mon, that’s all right. 


I saw ver pictures yesterday.’—London Tit-Bits 
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Texas Master Plumbers’ Association at San Antonio. Tex 
President, W. E 


president Joseph Metzer, Lare- 


The officers of the association are 
‘Thacher, Fort Worth: 


] ~ 


do; secretary, J. O. Montriet, 710 Commerce Street, Fort 
Worth 

\nnual convention of the Connecticut 
\iaster Plumbers’ Association at Hartford, Conn. The 
President, I. C. Booth 
vice-president A. J. McManus, Hartford; sec- 


retary, R. T. Rock, 102 South Avenue, 


fiicers of the association are: 
Bridgeport. 

May 16 and 17, 1913.—Annual covention of the Wash 
ington Master Plumbers’ Association at Everett, Wash 
The officers of the association are President, James 
Everett; 
secretary, G. A 


Griggs, Tacoma; vice-president, C. A. Healy, 


treasurer, Ed V. Lambert, Spok. ne; 


Weber, 1539 South C. Street, Tacoma. 


Mlay 19, 1913 \nnual convention of the Nevada Mas- 
ter Plumbers’ Association at Reno, Nev. The officers of 
the association are President, Harry Kelly, Reno; vice. 
president, F. W. Cook, Reno; secretary, B. M. Lewis, P 
(), Box 26, Reno 


May 20, 21 and 22, 1913.—Annual meeting of the Amert- 
an Society of Inspectors of Plumbing and Sanitary Engi- 
neers at Louisville, Ky. The officers of the society are 
President, Thomas J. Claffy, City Hall, Chicago; vice- 
presidents, Dr. H. K. Beatty, Pittsburgh, Pa.; W. J. Yack- 
ley, Dayton, O., Charles M. McHugh, Cedar Rapids, I[a., 
R. H. Ellithorpe McGrath, Louis- 
ville, Ky.; secretary and treasurer, L. J. Lawler, Pitts- 


Fresno, Cal., Jas. E. 


burgh, Pa 

May 27, 28 and 29, 1913.—The fifth annual convention 
of the National District Heating Association, at Indian- 
apolis, Ind. The officers of the association are  Presi- 
dent, R. D. DeWolf, Rochester, N. Y.; first vice-presi- 
dent, J. F. Lewis, Detroit, Mich.; second vice-president, 
J. L. Hecht, Chicago; third vice-president, E. Darrow, 
secretary-treasurer, D. L. Gaskill, 
(sreenville, ©. 

June 5, 6 and 7, 1913.—Annual convention of the Col- 
orado State Association of Master Plumbers, at Colorado 
Sprit gs, with headquarters at the Antlers hotel. The 
meetings will be held in the chamber of commerce audi- 
torium. The officers of the association are: N. W. Haas, 
Colorado Springs, president; J. C. St. John, Colorado 
Springs, vice-president; Peter Menzies, Denver, sec’y. 

June 23, 24 and 25, 1913.—Annual meeting of the Na- 
tional Association of Master Steam and Hot Water Fit- 
ters, at Niagara Falls, N. Y. The secretary of the asso- 
ciation is Henry B. Gombers, 260 West Broadway, New 
York City 

June 17, 18 and 19, 1913.—Thirty-first annual convention 
of the National Association of Master Plumbers, at Phi‘adel 
phia, with headquarters at the Bellevue-Stratford Hotel. The 
officers of the association are: President, Frank J. Fee, 
West 14th Street, New York City; vice-president, Chris 
Irving, 1525 Larimer Street, Denver, Colo.; secretary, Charles 
F. Murphy, 15 Old Broadway, New York City; treasure: 
Wm. McCoach, 1607 Sansom Street, Philadelphia. 
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A QUESTION ABOUT METALS USED IN THER- 
MOSTATS. 

Kditor “Domestic Engineering.”—Would you please in 
form me what quality in copper makes it employed in a 
number of largely used thermostats when other metals, 
such as brass and zinc, more sensitive and having a larger 
coefhicient of expansion, can be used’ You wi 
great favor it you can explain this some way. 


Denver. Colo A Subscriber 


Ve think “A Subscriber” 1s in error in his belief that 
copper is employed largely in thermostats. We do not 
] “a : t | + t | ic .* ] +1 " + , " ‘ \ 11 - , + ~* 
Delley ¢ lat th! Can be cvurec. 03 it 18S a WeLi-KnNOWN at 
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that when copper has once expanded, it will not return 
to its original size when the original temperature is 
reached. In other words, copper will “set,” and becom: 
permanently greater in size atter having been expanded 
This tendency would prevent the use of copper for thet 
nostatic purposes, 

In one of the most widely known thermostats a brass 
alloy is used, composed of copper, zinc and tin, in thi 
proportions necessary to produce a high coefficient of ex 
pansion. With this composition, the length of the strip 1s 
always the same at the same degree of temperature, re 
cardless of intervening changes. 

In another thermostat, the expanding metal is a lam 
nation of brass and nickel; that is, it 1s made up of thin 
layers of these metals. This is also very sensitive to ex 
pansion and contraction, and does not set. 

We do not know of any thermostat in which copper 1s 
used as the expanding clement, and think “A Subscriber’ 


must have gotten a wrong impression of the matter. 


WANTS INFORMATION ABOUT FRESH AIR IN- 
LET. 

Editor “Domestic Engineering” :—Please intorm us why 
it is mecessary to use a fresh air inlet pipe when th 
main trap is used. Also please show the best method 
of connecting and running a fresh air inlet, and give any 
other information that would be needed in installing it. 

Springfield, Mass R. and § 


The fresh air inlet is a pipe connected to the house 
drain on the house side of the main trap, and extending 
to the outside atmosphere. Its purpose is to prevent air- 
lock between sewage flowing down the house drain and 
the seal of the main trap, also to supply fresh air to the 
drainage system and to create a circulation of air through 
the plumbing system. 

In size, the rule generally followed is to use a fresh 
air inlet of the same size as the trap, for 2 in., 3 in. 4 in 
traps, 4 1n. for 5 and 6 in. traps, and 6 in. for 7 and 8 in 
traps. 

In Fig. 1 we show a correctly constructed fresh air in- 
let, which is taken off a fitting next to the trap. The 
pipe is then run under the lawn to some point that is 20 
ft. distant from the nearest door, window or fresh air 
opening to furnace. 
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Fig. 1 Correct Method of Installing Fresh Air Inlet. 
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Fig. 2. Incorrect Method of Installing Fresh Air Inlet. 


The practice of ending the fresh a 


ir inlet at the outer 
face of the foundation wall, in a perforated cover, is ac 


ceptable, provided it is the required distance away from 


doors. windows. etc. 
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A QUESTION ABOUT COPPER TANK LINING. 





Editor “Domestic Engineering :—ADbout two years ago 
pon to line an attic tank with copper. 
| , , | ‘ 7 . ‘ 
lhe tank w: leaking badly and the owner wanted it re- 
] ; 4 + + . * ’ - . ea «| , + | +} ; hea 
} ) it oO] IPC LV ¢ no CC lial Tne 
per (tinned on one side) vas anpout as good as new, 
' ' ; t 1 1 ‘ . 
that im piaces on tne seams tne solder nad turned 
] ] a 1 ] j TY : Yt te qr "J hh re <5 iTS , wt Sw s +} =) 
iaACcCK ana VeEcotTTi« rotten. nere Were spots wW 1éerTt cne 
s ¢ ‘ ‘ ‘ = _ , 7 a a: 
older had almost disappeared. We replaced the lin- 
1 - a 1. = | » ghee le 
ing, using the best solder we knew otf, and now tne tank 
, ao ae : } 
eting the ame way. It does not leak as vet, but 


the black spots are showing in the solder. The water 


his tank is pumped from a well and the tank 1s not 


in use in the winter. Would be grateful for any infor- 
mation as to wv hat causes this 
New Milford, Conn T. S. M. 
If the solder acts as “T. S. M.” says it does, it seems 


to us that there must be some acid contained in the 
water which attacks the tin in the solder. 

The water which attacks lead most actively is rain 
water, that is, a very pure water, whereas hard water, 
such as would generally come from a well, usually forms 
a protec tive coating over the lead. 

Lead is not attacked by many acids, and it is for this 
reason that lead vessels are often used for storing acids. 

lf this tank lining gives further trouble, we would ad- 
vise relining the tank with sheet lead, burning the seams 


instead of soldering them 


WHAT IS WRONG WITH THESE REFRIGERATOR 
CONNECTIONS? 


Will you kindly ex- 


Editor “Domestic Engineering” 
plain in an early issue of your paper, why the connec- 
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Fig. 1. 


tions that I show on my sketch for a refrigerator are 
not correct? Please show the best method. 
Worcester, Mass. “Apprentice.” 





We show the sketch submitted by “Apprentice” in Fig. 
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1. The connections are certainly very far from correct. 

It should be remembered that in the case of the re- 
rigerator, greater precautions must be taken than in 
the case of plumbing fixtures, for the reason that food 


is stored in the refrigerator, the slightest contamination 



































































































































Fig. 2. 


of which would result in grave danger to the health of 
the inmates. For this reason no refrigerator drip pan 
should be directly connected to the drainage system. 

Proper connections are shown in Fig. 2. The drip pan 
should be trapped, the outlet from same ending with an 
open end over a drip sink trapped into the drainage sys- 
tem and vented in the usual manner. 

Eight Great Secrets of Success. 

A man with a mania for answering advertisements has 
had some interesting experiences. He learned that by 
sending $1 to a philanthropist in New York he could 
get a cure for drunkenness. And he did. It was to 
“take the pledge and keep it.” 

Then he sent fifty cents to find out how to raise turnips 
successfully. He found out: “Just take hold of the tops 
and lift.” 

Being young he wished to marry, and sent thirty-four 
one-cent stamps to a Chicago firm for information as to 
how to make an impression. When the answer came it 
read, “Sit down on a pan of dough.” 

Next advertisement he answered read “How to double 
your money in six months.” He was told to convert his 
money into bills, fold them, and thus double his money. 
Next he sent for twelve useful household articles and got 
a package of needles. 

He was slow to learn, so he sent $1 to find out “how to 
“Work hard and never spend a cent.” That 


9? 


get rich.” 
stopped him. 
3ut his brother wrote to find out how to write without 
pen and ink. He was told to use a lead-pencil. 
He paid $1 to learn to live without work, and was told 
on a postal card: “Fish for easy marks as we do.” 








April 19, 1913. 


WOMAN DIRECTS PLUMBING BUSINESS. 





Brainy Chicago Dame Conducts Shop Left by Deceased 
Husband—She Figures on Work and Does 
Hiring and Firing. 





HIS is an age in which the superior qualities of 

woman are becoming manifest. Mere man is be- 

ing more and more driven to the back-ground, where 
he is already commencing to take a shady back seat. The 
proud sons of Adam’s race are certainly having the con- 
ceit taken out of them. By whom, you ask? By the 
ladies. They are indeed showing the male tribe where 
to get off. Another fall of man is taking place under our 
very eyes. 

Today we have woman lawyers, woman doctors, woman 
educators, woman judges (there is one in Evanston) and 
we have woman invading the field of business, and what 
not? And well may the poor creatures in trousers trem- 
ble and wax nervous. Say, boys, won’t it be tough when 
we have to take our orders from the ladies? It’s com- 
ing to that. Just wait until the suffragettes get to vot- 





Mrs. Frank Meek In Her Office. 


ing all over the United States lt won't be long before 


the men folks will all look like thirty cents. But cheer 
Up, boys, it might be worse. 


Gentlemen! [Even the field of sanitary plumbing has 
been invaded by the fair sex. We have right here in 


(hicago in the vear 1913. A. D.. a good looking woman 


of thirty-five summers who sits at her desk and directs 


the policies of a successful plumbing shop. And she is 
a live wire too, a bright, keen witted woman who has 
lots of good, sound business judgment. Her name is 


Mrs. krank Meek, of 1248 W. 18th street, at which ad- 
dress her shop and office is located. Although her name 
is Meek, she is by no means meek in disposition. She is 
a sunny, smiling, jolly and polite lady plumbing boss. 


: Lm ' : 1: 4 
She 1S a memvet! 1 COOG Standing OT t he \Mlaster 


—— 


lumbers’ Association of Chicago, and while she isn’t 
exactly a practical plumber herself, yet she has a thor- 
ough theoretical knowledge of the craft. She knows how 
a joint should be wiped, and she can give you the names 
of any joint or fitting known to the trade. Ain’t that 
going some for a woman? 

When her husband, Frank Meek, died some ten years 


oo 


ago she decided that she would assume full charge of 
the business left to her by him. She felt confident of 


her ability to conduct the shop efficiently. She proved 
to be equal to the occasion, for her handling of the busj- 
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ness since her husband’s death has been marked by a 
gratifying measure of success. 

Mrs. Meek personally figures on many Jobs in the com- 
munity in which she lives, while the estimates on work 
from plans she delegates to her old and trusted employe, 
James Russell. Last summer, during a busy period she 
had on the pay roll over a half dozen journeymen. She 
is an ideal boss, and the boys like to work tor her. She 
treats them in a fair and square manner, and she always 
knows when the men are doing a fair day’s work. They 
certainly can’t fool Mrs. Meek. She has too level a busi- 
ness head on her shoulders. 

Mrs. Meek is the only woman in the State of Illinois 
who is at the head of a plumbing business, at least as far 
as we have any record, although there is said to be a 
woman plumber in Pittsburgh. 





MAYOR GAYNOR ON WATER WASTE. 


An Open Letter to the Rev. F. J. Keech, from Mayor 
Gaynor, of New York City. 


Praise for the Water Commissioner, Henry S. Thomp 
son, and a rebuke for the Rev. Frederick J. Keech, of 


Brooklyn, are contained in a letter from Mayor Gaynor 
to the clergyman, made public at New York City Hall re 
cently. The Mavor addressed Mr. Keech as “Reverend 
Sir,” and said 

“Your letter complaining that the Water Department ts 
annoying you by examining the plumbing of your hous¢ 
and requiring a leak to be repaired, was duly receive 
You say that this course on the part of the Water Co 
missioner is (I quote you) ‘so positively annoying that n 


decent, intelligent citizen desires to own a piece of tense 


ment property You also sav as follows ‘l ask vou 

1] . 
ail tairness and mIstice are vou going to allow this ry 
Or mismanavcement to contintte (an t VO ne an int 
ligvent man with common sense to put at the head of t 


A? +> , a usta 
Water Department Your letter 1s uncharitabl 
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, + 4 . ‘ 1 ‘ ' 
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Now,” adds the Mavor, “do you not think you owe 
a hb = ' 
Mr. Thompson an apology? Do you not thinl u ought 
q ° 4 } . 
to go to him as one man goes » anotnet ind Say a 
‘Or | lev ty hy al ; hese: } 2 
Wore ot commendation to him, mstead o aADUSING 1117)! 
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MORE SLAMS ON THE PLUMBER. 


\nd the end is not yet Despite all efforts to reform 
him, the newspaper man still lives who knoweth not that 
the plumber is a business man, and entitled to business 

surtesies 

ven in the enlightened city of Milwaukee, where every 
master plumber is a “domestic engineer” and where the 
dignity of the cratt 1s strictly upheld, a newspaper dares 
to print detamatory statements that make light of an in- 
dustry without which Milwaukee would be a village of 
hovels 


Wali “Maer:t @ITW tre was tf IU Tica. 


PLUMBER APPRENTICE 
REALLY NOT TAUGHT 
ART OF FIGURING 


[f a young fellow is thinking of learn 
ing the plumber’s trade he must pre- 
ae  ppare to put in 
three vears of hard 
work before he is 
given his license to 
go out and hold up 
the hous @ holder, 
under protection of 
the law. 
| The plumber 
feels that by the 
time he has served 
his apprenticeship, 














| the government 
, ought to kt himdo 
i prettv nearly ev- 





J ervthing as a slight 
compensation for the misery he has suf 
tered. - 
The apprentice starts by “wiping 
joints.” Anon he stops to wipe his tac 
but he keeps right on charpiug for that, 
too. at so much 4 wipe. When he has 
become an accomplished wiper, he 1s pur 
to calking joints. Then he learns how 


. 


to temper solder and try the temper 41 


the person Who (7 Goan TVE GOT T0 Go 
toots the bills. BACK RPTER THE WRENCA 
Threading pipes is) > Som 

his next oceupa- CL J 
tion. Having e 
learned that he ts € 0 
examined by the 
union and granted 
his journeyman 












TT +S DEWIED 
THAT To 
FORGET 
TOOLS [SAN 
MPORTANT 


card  PRACTOR iW 
nm , i 
| : Lare VRE LERRN- 
The examiners IMG OF THE 
deny that they | "TRADE 


instruct the app! 

eant in grand amd 
lofty figuring = o1 
that the fellow who can forget the most 
tools in a given time, so he has to go 
back to the shop for them, gets the 
highest mark. 


7 





a 





i he article is reproduced herewith The editor of 


Domestic Engineering” considered that the insult de 
manded a letter, and forthwith dispatched the following 
to the editor of the Milwaukee “Journal,” who had al 
lowed his pages to be thus besmirched. 

“Editor Milwaukee Journal: We note that in your issue 
of March 30th under the heading of “Plumber Apprentices 
Keally Not Taught Art of Figuring,” vou take the op 
portunity to rake the plumbing business as a whole, over 
the coals, in a way that can prove of benefit to no one 
and is, in our opinion, taking undue liberties with a 
class of business men who are continually striving for 
the uplift and sanitation of the community. 

“The liberty taken with the plumber and his business 


~ 


by various newspaper jokers, is one that is to say at 
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least, reprehensible. It seems to date from times when 
many ot the men engaged in the business were but work- 
men. Today the plumbing business is in the hands of 
masters who are business men and some of the best and 
most widely known public benefactors are these same 
master plumbers of your own city. 

“You would hesitate about making joke of almost any 
other class of men and you know quite well that the same 
remarks can be applied to any line of business. 

“Then why pick out the plumber as the butt of the 
joke? 

“Is it not time to lend your editorial assistance to the 
elevation of the business without which none of us can 
be comfortable nor happy, in the cities of today?” 


The fact that the article makes some allusion to the 
journeyman does not for a moment justify its baneful 
insinuations. 

Many of the master plumbers over the country are 
making it a point to call on the authors of such articles 
and the editors who sanction them, and in a polite but 
forcible interview call a halt on the practice. 


PLUMBERS’ HELPERS OF CHICAGO TO ATTEND 
PUBLIC SCHOOL. 


Arrangements have been made for two hundred 
plumbers’ helpers to attend school in Chicago for half a 
day each week. The term began last Monday. This 
plan was completed between the Chicago Journeymen 
Plumbers’ Protective and Benevolent association and the 
Chicago Master Plumbers’ association, acting with the 
board of education. The new superintendent of voca- 
tional education and guidance, William M. Roberts, rep- 
resented the board; John J. Bushnell the plumbers, and 
C. Dreier the employers. The classes are made up of 
young men now taking the three-year apprentice course 
of the plumbers and they will be paid for their time in 
S( hool 


PLUMBER IS SHIP BUILDER. 


William H. Johnson is a well-known South End Boston 
plumber. But he ought to have the right to use M.D 
after his name—meaning “marine doctor’—for she is one, 
and a wonder, says the Boston “Journal.” 

He alone is responsible for the most extraordinary case 
of ship surgery ever known; he has given a new lease of 
life to the steamer Carolyn, even after she was stricken 
from the list of American merchant vessels. 

Yesterday the | arolyn, as good as ever, was floated out 
of Simpson’s East Boston drydock. Of course, there’s 
work still to be done on her before she goes to sea, but 
‘Dr.” Johnson has given the laugh to about all the ma 
rine experts on the coast, who declared she couldn’t be 
saved They said her “back was broken.” 

In January, 1912, she ran ashore at Mitinic island, Me.. 
while bound trom Stockton Springs, Me., for New York 
with a cargo of potatoes. She was valued at $80,000. She 
was finally abandoned by her owners and later by the un- 
derwriters. Mr. Johnson was a plumber and he wasn’t 
supposed to know about things at sea, but he bought the 
wreck, planned the work of pumping her out by rotary 
pumps, and was finally rewarded with success. 

Her return to the land of the living was greeted by an 
ear-splitting din from all steam craft in the harbor at the 


time. 
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HE appeal of the business man must oftentimes be 











made in a way that will put his business on a 
quality plane. The fact that he is a master 
plumber makes no difference—he has something to sell, 
be it merchandise or labor. 
Telling the same story in a different way is often the 


secret of good advertising. So thinks Al. Delforge, of 


(sreen Bay, Wis., who has effectively used a portion of 





Brehme & Delforge 


Domestic Engineers 














147 N. Broadway, Green Bay, Wisconsin. 





Elbert Hubbard 


says: 


‘Domestic Engineering is the 
New Science. It comprises Plumb- 
ing, Heating, Lighting, Cleaning 
Of all the sci- 


ences of which we can boast, this 


and Ventilating. 


is the most important, for on it 
hangs the health and happiness of 
nations. It means human comfort, 


and comfort means length of days. 


It is the one distinctly up-to-date 
progressive science. Advances in 


it are constantly being made.” 





‘‘Dumestic Engineering’’ is our 
profession. We solicit 


your patronage 











Newspaper Advertisement of Green Bay Plumbers. 


Ibert Hubbard’s article in the New Year’s Numbet 
“Domestic Engineering” as his text. 

The advertisement is reproduced herewith. Note that 
he firm, instead of using the word “plumbers,” emphasizes 
the phrase “domestic engineers.” 

The idea is a good one, and might well be used by oth 


ers in the trade. 
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\. M. Goddard, of Tacoma, Wash., 1s a believer in ad 
vertising. In addition to a number of original schemes 


that he has utilized. he has made use of a “caution” card 





NOTICE 


Please do not throw rags, newspapers or other im- 





proper material in the closet. Use only the toilet paper. 
After using the closet, pull down on the chain and let it 


go immediately. 


A. M. GODDARD, for Plumbing 


Phone Main 324 949 D Street 











‘““Caution’’ Card Circulated by Tacoma Plumber. 


which is intended primarily to protect the closet installa 
tions in public and semi-public place- These cards, 8x5 


inches in size, are conspicuously posted in all such torlet 


ee 





Office of A. M. Goddard, Tacoma, Wash. Mr. Goddard Finds 
His Adding Machine Invaluable. 


rooms, and are turnished to tactories a 


li¢ 


j 


the installations are on his own contracts or on others 
Unlike a diminishing mirrority of plumbers, Mr. Goddard 
believes in preventing repair jobs, and has taken thi 
of assisting the owners, as well as 
ing for himself 
The following article can be chpped and used in your local 


newspaper, either as reading matter or an adverti 





Years ago the plumber was a mechanic, one who 
did most of the work himself, and who received for 
it a workman's wage. 

Today the master plumber is a sanitarian, a 
“domestic engineer,” if you please, and is able and 
willing to plan with you to conserve your health and 
that of your family. 

He has made a study of the conditions surround 
ing your home, knows how to prevent sewer gas 
from injuring your family and how to remove the 
waste matter in a sanitary way. 

His art, for such it is, has made it possible for 
your bathroom to be the show place of your home— 
the one room that is your pride. 

And yet, the cost of such luxurious equipment is 
less than ever before. 

















Massachusetts Plumbers Meet at Boston 


Annual Convention in the Hub City One of Much Interest and 


Profit to All in Attendance. 


HE Massachusetts master plumbers were honored 

by having as their convention guests on Tuesday 

and Wednesday of last week National President 
frank J. kee and National Secretary Charles Murphy of 
New York. both reached Boston Tuesday afternoon in 
time for the “night before” banquet at the New American 
House Tuesday evening and remained throughout the 
business session at the Hayward Assembly Rooms on 
Thursday. Whether or not it was due to the inspiration 
of the presence of these distinguished guests, it is a fact 
that the convention as a whole was most successful. 

The Banquet. 

One hundred and twenty-one men were gathered about 
the tables at the American House Tuesday evening for 
what P. J. Sullivan, the presiding officer, was pleased to 
term a “tamily council.” Outsiders were barred with the 
exception of press representatives whom Mr_ Sullivan 
characterized as “our. friends who — are always 
welcome.” ‘The dinner was called for 6:30 and was pre- 
ceded by an intormal reception to the national president 
and secretary and other guests of the evening. The hands 
of the clock were nearing seven when the doors were 
opened and the members took their places at the small 
round tables scattered about the room. 


As for the banquet itself, it measured up to the usual 


standard oft uch affairs, and the standard was _ hich. 
(Oysters, SOuUp nsh, sweetbreads squabs, shi rtcake and 


’ ; 1 4 | 1 1 ‘ 
arious other delectable dishes were on the bill of tare 


‘The drinkable TS] ted Ol cold water and cottee and 
there wasnt a man present but who was proud of the 
stand that the association took in this matter. although 


Fuoene W. Goss 
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Master Plumbers’ Association. including in its membership 


~~ 


plumbers from Salem, Beverly, Peabody and Manchester 
“We have twenty-six members,” said Mr. Robertson, “and 
| am going to ask those members who are present to 
stand up and be counted.” They did and there were tound 
t® be just twenty-six present. “We are one hundred per 
cent present,” said the toastmaster, “that is the result ot 
cohesion of purpose.” 

\ few minutes later, when Richard J. Welch, of Loweil, 
a national director, was called upon to speak, he con- 
eratulated the North Shore Association upon its repre- 


Some Practical Problems Discussed 


sentation, but declared that Jowell had one man who 
alone was as big as half the new association. To prove 
his statement he called upon “Jack” Cotter to stand up. 
Mr. Cotter didn’t state his weight, but the audience was 
satisfied to accept Mr. Welch’s statement. “And he’s 
only one of our Lowell members,” said Mr. Welch. 

The first speaker called upon by the toastmaster was 














Robert Robertson, Beverly, Mass. Newly Elected President. 


State President James S. Cassedy, of Cambridge. Ot 
course, Mr. Cassedy talked on the state association and 
organization work. He said that as a result of the work 


a 
j 


of the officers nearly one hundred new names had been 
added to the membership roll during the past year. Mr. 
Welch tollowed Mr. Cassedy 

Thomas J]. Kyan, of Springfield, termed one of the 
“sturdy oaks” of the organization by Mr. Robertson, 
answered to his name with spe ch full of vim and vigor. 
not often travel a hundred miles 
for his supper but that he was glad he did this time. “Get 
your price” was the theme of Mr. Ryan’s talk. “We're 
not working 


~ 
_"s 
4 
~ 
~- 
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men, we are working for 
ourselves, working for our living,” he said. “If you take 


‘ , ' ; : | 
a job just to trv and beat the other tellow in the end, You tl 


beat yourself.” Mr. Ryan has been in business at Spring 


The two Maine euests. Mr. Goss and Mr. Kerrigan. 


drew lots to see who would do the talking for the Maine 
delegation and the mantle fell upon Mr. Kerrigan. He 


told of organization work being done throughout his 
state and urged a closer affiliation among the associations 
of the New England states. Kred T. Buxton, of Nashua, 
N. H., made a short speech as a representative from 
that state, and Walliam  F l'ogerty, of Providence, was 
called to tell something about conditions in Rhode Island 
He admitted that he had made some money at the busi- 
ness and said he planned to spend his next summer’s va- 
cation in an automobile trip across the continent. Mr. 
Fogerty called for a silent toast to the patriarchs of the 
past who “had builded better than they knew.” 

“How we do it in New York” would have been a good 
subject for the address given by National Secretary 
Murphy, who was the next speaker. He told how they 
got plumbers into the association, how they collected 
their bills, how they avoided labor troubles and let the 
Massachusetts men in on a number of secrets of success 
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which he declared he believed could be as successfully 
operated in one city as another. 

David Craig, C. H. Cronin and Edward C. Kelley, “The 
Three Musketeers” who marched up Beacon Hill and 
fought successfully for the passage of legislation resulting 
in the creation of a state board of examiners of plumbers 
were called in that order by ‘Toastmaster Kobertson 
Each had some good advice to give on how to make a 
success of the plumbing business. Mr. Kelley is at present 
chairman of the state board of examiners of plumbers 

“The Sage of Medford” was the title bestowed upon 
Andrew I. Curtin by the toastmaster. Mr. Curtin urged 
that a large delegation of Massachusetts master plumbers 
plan to attend the national convention at Philadelphia in 
June. 

). W. Kennelly, ot Springfield, termed by the toast 
declared that 


master a “wheel-horse of the organization,” 
he had been obliged to have a meeting of the city gov 
ernment of Springfield, of which he is a member, post 
poned in order to be present. His remarks were tull ot 
good things and everyone present was glad that the city 
government meeting had been put off. 

Three rousing cheers and a tiger shook the banquet 
hall when National President Fee was introduced. Mr. 
Fee made a pleasing allusion to the standing of the 
Massachusetts organization in the national body, both 
past and present, reading the names of many from the 
Bay State who had served as national officers or directors 
in the past. He also remarked on the record of the 
Massachusetts association in growth of membership. He 
told of the good work being done by national directors 
throughout the country, referring particularly to the ef- 
forts of Isaac Brown in the southern states. 

After State President Cassedy had read a number of 
letters of regret from national officers who were invited 
to the convention, an adjournment was taken and an in- 
formal reception held while the members awaited the 
arrival of Mayor Fitzgerald who had promised to drop 1 
during the evening if it was a possible thing. At 11:5 
word came that the mayor was detained at a meeting in 
Roxbury and would not be able to attend and the gather- 


—_ 


ing broke up. 

Seated about the head table at the banquet were: Thomas 
J. Ryan and J. W. Kennelly, of Springfield; Eugene W. 
Goss and Thomas W. Kerrigan, of Lewiston, Maine; James 
B. Cassedy, of Cambridge, president state association: 
Robert Robertson, of Beverly, state vice-president; P. J. 
Sullivan, president of the Boston local; National Pres1- 
dent Frank J. Fee and National Secretary Charles Mur- 
phy, of New York; Richard J. Welch, of Lowell, national 
director: H. B. DeVoe, of New York, and William J. 
Fogerty, of Providence, Rhode Island. 

Others present included: J. C. Stanwood, Robert Rob- 
ertson, Jr., T. J. McDonnell and W. J. Pierce, of Beverly; 
R. E. Dockham, F. W. Herrick, J. W. Gould, J. P. 
Shaughnessy, J. H. Trow, John F. Cabeen, B. J. Driscoll 
and F. H. Wendell, of Salem; E. G. Kelley, H. W. Cawley 
and G. F. Woodbury, of Peabody; E. S. Bradley and John 
F. Scott, of Manchester; George Smith, J. J. Cotter, W. J. 
Hyland, Andrew J. LaFleur and John J. Stamford, of 
Springneld; Fred T. Buxton, of Nashua, N. H. 

E. S. Stark, Somerville; Frank B. Connor and J. D. 
Mahon, Brookline; L. P. Bresnahan and A. [. Curtin, 
Medford: S. C. Davis, Chelsea; G. H. Winchester, Hollis- 
ton; George E. Ryan, S. H. Poole, F. K. Tobin and F. W. 
Sawyer, Lynn; C. F. Ostberg and O. S. Kendall, Worces- 
ter; Andrew McGlynn, Taunton; J. W. Perkins, Melrose; 
T. C. Fife, Reading; J. F. McMahon and William F. Far- 
rell, Lowell; James Sheldon, South Framingham. 


W. J. Nason, A. A. Thompson, C. J. Murphy, P. A. 
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Lang, Ek. J. Fennessy, David Craig, C. H. Cronin, E. C. 
Kelley, 5. W. Zerringer, iF J Vogel, E. W. Cox, W. LF 
Kelley, Michael Ahern, J. P. Williams, Daniel Shannon, 
L. W. Stevens, F. H. Capper, C. A. Bray, A. E. Touchet, 
Kk. H. James, Boston; F. W. Williamson, D. T. Beaton, 
H. W. Lloyd, Nelson O. Bliss, O. F. Bennett, A. Frank 
Bonney, I. Preston Perham, H. A. Tinkham, Ir., John R. 
Gillespie, Walter P. Jones, Orren C. Poole, J. A. Larra- 
way, H. S. Bond, W. A. Bradford, P. H. Lovering, J. E 
Burbeck, C. S. Enapp, C. G. Pickett, A. C. Goodwin, J. P. 
Kelley, kK. W. Combs, F. | barry and C. F. Sheehan 


Wednesday Morning Session. 


The first business session of the convention was sched- 
uled for 10 o’clock Wednesday morning, but it was nearer 
eleven before there were enough members gathered in 
the hall to warrant calling the meetine to ordet Ieventu 
ally, however, nearly one hundred and fifty members and 
guests found their way into the rooms 

As the first business, President James S. Cassedy ap- 
pointed George W. Smith, of Sprinetield: Ernest W. 
Coombs, of Peabody, and T. lk’. Murphy, of North Chelms- 
tord as a committee on credentials; G. W. Hallett, of Os- 
terville; James P. Ryan, of Easthampton, and L. W. 
Stevens, of Boston, auditing committee; and Jonas A. Lar- 
raway, of Winchester; Edwin W. Cox, of Boston, and 
Orren C. Poole, of Boston, as a resolutions committee. 

Several communications including one from O’Toole 
Brothers, who urged that action be taken concerning al- 
leged neglect of some jobbers to give prompt notice ot 
advances in prices, were referred to the executive session. 

Sanitary conditions in railroad stations were touched 
upon in the annual report of the sanitary committee, which 
was read by Robert Robertson, of Beverly. The report 
urged that the matter be given attention and a veneral 
discussion followed. As a means to securing better sani- 
tary conditions in all buildings it was suggested as ad 
visable that master plumbers be made necessary members 
ot boards of health of cities and towns rather than 
physicians, and a resolution declaring this the sense of 
the convention was adopted at the close of the discussion 

Another resolution, presented by Chairman Larraway, 
of the resolutions committee, called upon supply dealers 
to refuse to c1Vve net prices to any except master plumbers, 
This also met with favor, and was the subject of much 
interesting discussion. 

Dinner was the next feature on the program and an 
Important one. Oyster, salads, and similar dishes disap- 
peared with remarkable agility during the next hour, and 
when the company again gathered in the convention hall 
at two o'clock each wore that expression of satisfaction 


which denotes a good dinner. 
Wednesday Afternoon Session. 


Reports of the several officers were submitted before 


the meeting went into executive session. Secretary John 


J. Vogel read the report of the executive committee tell 


ing of six meetings held during the course of the year 
and of the work accomplished by the committee along 
various lines. 

Mr. Vogel’s own report was particularly pleasing. Dues 
collections for the year amounted, he reported, to $1,910; 
there were 425 names on the membership lst, a net in- 
crease of 28 over last year; two new locals had been es- 
tablished, one at Barnstable and the North Shore Associ- 
ation; and eleven applications for membership were filed 
during the course of the convention. Treasurer O. 5. 
Kendall’s report showed a balance of cash on hand 
amounting to over $300. A vote of congratulation was 
extended to Mr. Kendall, upon motion of E. W. Cox. 
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The report of the president, Mr. Cassedy, told a lot of Hyannis—H. 8. Bond. 


; lis George ‘'< wae ‘Ster. 
rood things in a few words. During the year, he reported, Holliston—George W. Winchester 


he and others of the ofticers attended local meetings at ea en Tire o> Sam, he om — a 
Lowell—J. J. Millaney, Richard J. Welch, M. D. Carroll, C. H i 

Osterville, Easthampton, Worcester, Fitchburg and Bev Hobson. J. F. McMahon. William F. Farrell. 
erly. The results were apparent in increased membership Lynn—John B. Feehan, George E. Ryan. a 
\ report ot progress was made for the legislative com- Magnolia—Frank A. Regan E 
mittee by former National President David Craig. This Marlboro—William H, Hill. : 


Medford—L. P. Bresnahan, Andrew F,. Curtin. 


ommittee is interested just at present in the passage ot ine 
‘ , North Chelmsford—Thomas H. Murphys 


Lioall Ties \h T) ly Be TT VId}I , tor he ~¢° he 7) ot plu } = > - . 
a bill now pending, providing tor the separation of plumb New Bedford—E. P. Hirst. 
ing and heating contracts from general contracts on pub- Newburyport—R. W. Nelsen 
c buildings. The committee reported the bill now in the Norwood—John A. Shannon 


inds of the proper committee and the opinion was ex- Osterville—G, W. Hallett 


} i 
, ' ' _ . - Peabody Ke. G. Kelley, G. F. Woodbury, E. W. Combs. 
pressed that it would be favorably reported. Several sialiias ys 
nembers spoke on the subject, including James H. Trow, 
Salem, and told of laboring with their local repre 2 
‘Cea & 
entatives in the interests ot the bull. BS 
[he report ot the essay committee was read by James a 
ry : . i % ’ . | , 2 ted q P _er ur * ‘ ¥ +1 ,r 
i] iTOW, OF OdierMm, ana Onsisted Of a very interesting 





and instructive essay written by himself. Mr. Trow is 


— | leo > sm +] alien , . 1; , La - lo . 
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riis papel will pe published 1T) an early ISS if . 


‘hhannon, of Boston, delivered a touching eulogy 


n John W. Cosden, one of the older members of thi 
nn, who died very recently, and was followed by 


Daniel G. Finnerty, another close friend of Mr. Cosden 





The latter moved, and the convention voted, to have 
proper resolutions prepared and spread upon the records a 
ot the revanization eS 
Election of Officers. . 

The election of officers was next in order. President 3 
(assedy declined to accept re-election in spite of repeated 4 
urgings by members and refused to entertain a motion for : 
his nomination, although it was many times seconded. e 
Secretary John J. Vogel likewise declined re-election be- &: 
cause of business. After some discussion the following é 
otheers were named, the secretary being instructed to 
cast one vote in each instance: Fs: 
3 


President, Robert Robertson, Beverly 
Vice-president, George W. Smith, Springfield 


Secretary, Llewellyn W. Stevens, Boston ; 
Treasurer, O. S. Kendall, Worcester. : 
Delegates to the national convention: the president- : 
elect, John J. Vogel, of Boston, and O. S. Kendall, of 
Worcester. é 





Alternates: Edwin Connell, of Somerville, and Jason A. 
David Craig, of Boston, Mass., Ex-President of National Asso- 2 


; _ ciation of Master Plumbers. Ge 
Votes of thanks to the retiring officers and to the trade . ~ 


Larraway, of Winchester. 





press brought the convention to a close shortly after a a 2 
six o'clock, Roxbury—E. G. Fennessey ; 
The report ot the credential committee showed the ftol- -eading—T. C. Fife. 3 
lowing delegates present: Ssalem—James H. Trow, B. J. Driscoll, J. F. Cabeen, R. E ie 
Attleboro—H. L. Perry. Dockham. A 
Athol—F. E. Bond. Sharon—John R. Gillespie. . 
Beverly—Robert Robertson, Robert Robertson, Jr., F. W. Wil- South Framingham—James Sheldon. : 
liamson. Somerville—E. 8S, Stack, Edwin Connell, H. E. Campbell 3 
Boston—John W. Zerringer, P. H. Blake, A. A. Thompson, B. Swampscott—Mr. Philbrick, Mr. Pope. * 
Fr. Godfrey, F. F. Muldowney, W. P. Jones, J. C. Kelley, C. H Stoughton—D. Decon. fe 
Cronin, Frederick H. Capper, Orren C. Poole, John J. Vozel Springfield—George W. Smith, Andrew J. LeFleur, T. J. Ryan, pe 
Michael Ahern, David Craig, Edward C. Kelley, Daniel Shannon, J. W. Kennelly, H. W. Lloyd, J. G. Howland, Nelson ©. Bliss, 


Edwin W. Cox, Isaac Riley, Joseph C. McCarron, D. W. Nichols James J. Cotter, William J. Hyland, Thomas F. Drake. John 


pense inet 
oo gat 
Bea ates sh 3 oye 


J. Preston Perham, P. J. Sullivan, L. W. Stevens, William J Neylon, John J. Stanford. 
Nason, D. J. Duggan, Daniel G. Finnerty, P. A. Lang, C. A. Taunton—J. F. Whitmarsh. 4 
Bray, C. J. Murphy, James S. Cassedy, D. T. Harrington, Waterman—D. F. Keefe. 5 
Patrick Callahan, Isaac J. Walters, H. J. Rittenhaus. Winchester—James A, Larrawa\ a 
Brookline—Frank B. Connor, A. Frank Bonney, James P. Ma- Woburn—W. G. Shelton 3 
hon Worcester—J. M. Pierce. J. C. Luby, William H. Tower, O. 4 
Chelsea—C. Davis. C. W. Carter. S. Kendall, John Sullivan, William H. Holmes, C. S. Ostberg, ‘ 
Dedham I>) Victor Reeves V. J. O'Donnell. 
Easthampton—James P. Rvan. Guests—Frank J. Fee, Charles Murphy, H. B. DeVoe, New id 
Fall River—R. E. Fogwell, William H. Sullivan. York; E. W. Goss, Thomas W. Kerrigan, Lewiston, Maine: Wil- | 
Fitchburge—F. J. Hart, T. B. Sheehan, C. W. Jenna. liam J. Fogarty, Providence, R. I.: Fred T. Buxton. Nashua. 


Haverhill—J. FE. Dugdale, 0. F. Bennett. N. H. 
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Massachusetts Convention Notes. 

An attractive display of fixtures was shown by the 
Peerless Selling Co., of Evansville, Ind., of which R. P. 
Smith, of Springfield, is New England manager. At the 
close of the convention Mr. Smith entertained the dele- 
gates. 

At each plate at the dinner table was an envelope of 
Field's Washers, manufactured by R. B. Field & Co., of 
Worcester. It was noticeable that there were not many 
of the envelopes left lying on the tables. 

Krank P. Leary and Daniel T. O’Hayre, of the James 
Barrett Manufacturing Co., and Frederick J. Maher, of 
the Hercules Iron & Supply Co., “dropped in” on the 
convention during the day. 

Mayor Fitzgerald was unable to be present either at 
the banquet or at the convention and sent his regrets 
through Joseph Maynard, chairman of the Democratic 
City Committee who also happens to be in the plumbing 
supply line, connected with the F. W. Webbs Manufac- 
turing Co. 

The retirement of Secretary John J. Vogel was re- 
gretted by the trade press men as much as by anybody. 
John has always been ready to help out and has been a 
good source of copy. His successor, however, is also a 
friend of the newspaper men. Mr. Stevens now holds 
positions as secretary both of the Boston local and of 
the state association. 

O. S. Kendall, of Worcester, enters upon his ninth term 
as treasurer of the state organization. His election was 
a matter of course. The members paid him a fine com- 
pliment by insisting that he be one of the delegates of 
the association to the coming national convention. 

National President Fee announced that he had mailed 
a letter to the presidents of all the locals urging them to 
contribute toward the relief of fellow craftsmen who 
suffered in the tornado and floods of the middle west. 
He found many, he said, who not only had lost homes 
and personal belongings, but who didn’t have tools with 
which to work at their trade. 

“Bill Jones of Jonesville” sat at the head table at the 
banquet. At least that was the name he gave when press 
representatives to whom he was unfamiliar inquired his 
pedigree. It later developed when he was called upon 
by the toastmaster that his name was William J. Fogarty, 
of Providence, R. I. 

The trade papers came in for both knocks and boosts 
by speakers at the banquet. But “every knock 1s a boost,” 
as Bob Dunbar says. And regardless of any knocks 
the trade paper representatives were, as usual, treated 
with the utmost courtesy by the association. 

Congratulations on the “cold water” feature of the 
banquet were extended by Mr. Fee. He declared that 
he was glad to see the Massachusetts plumbers take this 
stand. 

Isaac Riley, to whom reference was made by the na- 
tional president as one of the seven Massachusetts men 
who were delegates to the first national convention in 
1883, was not able to be at the banquet, but attended 
the convention sessions and was given a royal welcome. 
Mr. Riley is the only survivor of the famous seven. 

The logic of Uncle Dan Finnerty, the eloquence of T. 
J. Ryan, of Springfield, and the good advice of others of 
the older members of the association, were listened to 
with interest by the “boys” as usual. 

Jason Larraway, of Winchester, took the prize for in- 
dividual results in the matter of getting new members. 
The prize consisted of the congratulations and weil 
wishes of his colleagues. Incidentally as chief of tellers 
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Mr. Larraway was called upon to announce his own elec- 
tion as an alternate delegate. 

Boston members received a shock when President P. 
J. Sullivan, of the Boston Association, on being nomi- 
nated for a state office, declined and at the same time 
announced that on July 1 he planned to relinquish his 
office in the local association. Mr. Sullivan gives up for 
business reasons. Vice-president Orren C. Poole, of the 
local association, will be called upon to fill the position of 


president during the last six months of the year. 


CONVENTION OF THE NORTHWESTERN MAS- 
TER PLUMBERS’ ASSOCIATION AT CAM- 
BRIDGE SPRINGS, PA. 


In spite of the inclement weather and late season the 
convention on March 10th was well attended.  lleadquar- 
ters were established at the Hotel Bartlett, and as late 
as noon on Thursday delegates were arriving. 

The sessions of the convention were held in the hotel 
parlor and at promptly 2 p. m. Thursday President rank 
D. McCue called the meeting to order, which immediately 
went into executive business. The officers elected were 

President, C. W. Wilson, Youngstown, Ohio 

Vice-president, A. L. Schullhammer, Youngstown, Ohio. 

Treasurer, L. L. Lord, Meadville, Pa 

secretary, M. C. Judd, Meadville, Pa 

Sergeant-at-arms, Mac H. Perry, Meadville, Pa. 

Board of directors: Frank D. McCue, Oil City, Pa., M. 
J. Murray, Jamestown, N. Y., Geo. W. Boettinger, Erie, 
Pa., H. P. Cahill, Akron, Ohio, Wm. J. Scholl, Youngs- 
town, Ohio. 

Krank D. McC 


of thanks for the able manner in which he conducted his 


le, retiring president, was given a vote 


administration. 

The board of directors was instructed to carry on the 
business of the association as occasion demanded. The 
standing committees will be appointed later. 

On account of the disagreeable weather visitors were 
forced to remain indoors and provide their own enter- 
tainment. Singing and dancing were indulged in and 
everyone spent an enjoyable afternoon. During a brief 
respite of the rain a party was organized to go to the 
famous Gray Spring House, where all drank copiously 
of the iron and magnesia waters renowned for their 
medicinal properties. 

In the evening the rugs were removed from the lobby 
of the hotel and dancing and card playing were indulged 
in to a late hour. At 11 o’clock the dancers and card 
players marched into the dining room where a five-course 
supper was served. 

After the supper President Wilson called on several 
for remarks. Past state president. B. Joseph O’Donnell 
of Syracuse, N. Y., responded with some witty Irish 
stories. Samuel Caplan, new representative of the Cen- 
tral Brass Mfg. Co., of Cleveland, entertained with a 
Yiddish monologue and song and made hi 
After the supper and entertainment, dancing was resumed 
until 2 a. m. 

Harry “Jason” Harte, of the H. Mueller Mfg. Co., was 
present with his glad rags, including his turtle green hat. 
Harry was very much sought aiter by the ladies. He 
is noted for his composing and rendering of parodies 
with which he entertained them on Thursday afternoon. 

Geo. W. Smith, of the American Lead Co., and J. R. 
Galloway of Gibson & Price, Cleveland, both lead men, 
entered into a discussion as to the quality of their re- 
spective leads. It was thought for a time that these two 


voung men would come to blows, as the argument pro 
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gressed, but somebody suggested that they let it go and 
have an ice cream soda which had a tendency to settle 
the matter temporarily 

James W. Barber, of the Ruud Mtg. Co., attended the 
convention with his wite. It 1s needless to elaborate on 


“Timmy’s” ability as a pool player. It 1s only questioned 


by H. P. Cahill of Akron, Ohio, who contends Jimmy 
would be a wizard if he was not a second Geo. Wash- 
ington 

Dick Bachus, the jovial representative of the Barnes 


Mfg. Co., Mansfield, Ohio, was there as usual. 

J. B. Crowl, of the J. H. McLain Co., mingled among 
friends at the convention. Mr. Crowl reports business 
fine and looks forward to a phenomenal year. 

Samuel Caplan, the new Western Pennsylvania repre- 
sentative of the Central Brass Mfg. Co. of Cleveland, 
Ohio, proved himself a very interesting entertainer by 
relating his experiences in foreign travel. 

W. B. W. Bryan, of the Pierce, Butler & Pierce Mfg. 
Co., arrived late but in time to enjoy himself. 

GG. S. Davenport, of the Pave Boiler Co., Meadville, Fa., 


was on hand with his wife 


OFFICERS ELECTED BY PENNSYLVANIA ASSO- 
CIATION. 


At the convention of the Pennsylvania Association of 
Master Plumbers, which closed April 16th at Pittsburgh, 
the following officers were elected: President, D. IF. Dur- 


kin, jr. Philadelphia: first vice-president, G. W. Palmer, 
Lemoyne; second vice-president, Robert Purse, Johns- 
town: their vice-president, FE. D. Swoyer, Allentown; 


treasurer, John H. Birchall, Allentown; secretary, Harry 
L. Richter, Philadelphia 
James A. Weldon of Pittsburgh was elected delegate 


to the national convention at Philadelphia in June. 


MAHONING VALLEY ASSOCIATION ELECTS 
OFFICERS. 


\t Youngstown, Ohio, Monday evening, April 7th, was 
held the annual election of the Mahoning Valley Asso- 
ciation of Master Plumbers. 

The meeting was a very prolitable one, a representative 
attendance being recorded. 

The election resulted as follows: President, Jacob Bren- 
ner; vice-president, Wm. Rowland; secretary, Chas. W. 
Wilson; treasurer, ( a, Little. Directors: Chas. F. Kist, 
Harry S. Smith and T. G. Beede. All of the above are 
from Youngstown excepting Director Smith, whose ad- 


dress 1s Warren, Ohno. 

















SCATTERED BUYING OF PIG IRON. 





Small foundries in the East and North have purchased 
lots varying from 500 to 3,000 tons in the last few days, 
and the aggregate of these orders pushed up to quite a 
respectable tonnage. Some of the larger interests are 
the market so to speak, and one which will require about 
20,000 tons of iron to be delivered during the second half 
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of this year has closed for 5,000 tons. One of the leading 
pig iron manufacturers of the country states that nearly 
half the letters being received by the company are urging 
shipments. At the same time, it cannot be said that the 
market for forward delivery is especially active, but con- 
sumption appears to be close to production, probably 
more so than a month ago. The flooded condition of 
many foundries will require several weeks to rehabilitate 
them. This, of course, is having some effect on consump- 
tion. It begins to look as though the foundries would 
have an active season, particularly those in the Middle 
West. The production of iron in March was large, but 
it did not make new records, amounting to only 2,763,000 
tons. It is evident now that the steel companies have 
overestimated the requirements of steel for replacing the 
flood damage, and although 1,000 highway bridges were 
destroyed in the State of Ohio alone, many of these will 
not be replaced for several years: 


Quotations are as follows: 


No. 1 Northern foundry, New York...... $17.50 to $18.00 
No. 2X Northern foundry, New York.... 17.25 to 17.50 
No. 2 Northern foundry, Chicago........ 17.25 to 17.50 
No. 2 Southern foundry, Cincinnati....... 15.75 to 16.25 


No. 2 Southern foundry, Birmingham.... 13.00 to 13.50 


MORE ACTIVITY IN COPPER. 





The favorable statistics published by the Copper Pro- 
ducers’ Association stimulated interest in the market, and 
buying has been general not only by domestic consumers, 
but by those abroad. Prices have advanced, and are now 
nearly one cent higher, electrolytic selling at 15.37% cents 
for large lots in New York. The figures of the Copper 
Producers’ Association show that stocks will reduce dur- 
ing March, approximately 18,000,000 Ibs. The chief fea- 
ture of interest in these statistics was the large exports, 
which set a new high record, and from preliminary re- 
ports it is evident that the exports during April will be 
large. 


TIN. 





The market is steady and very little interest is manifest 
because so many have been loaded up with tin at higher 
prices. It is evident though that present quotations are 
establishing a basis whereby those who purchased in the 
latter part of February will be able to get out with a 
slight profit. Tin in New York in a wholesale way is 
now selling at 48.25 cents, and from conditions in Euro- 
pean markets it would not be at all surprising if quota- 


tions went somewhat higher. 


LEAD. 





The market is very strong, principally because of the 
new tariff bill. It was feared that the duty might be 
taken off of lead altogether, but the duty proposed is 25 
per cent, whereas the old duty was 2% cents per pound. 
At the present price of lead in New York and London, 
it could not be imported with a profit at these figures. 
The price is firm at 4:35 New York, and 4.20 St. Louis. 

Mistakes Will Happen. 

“Hello!” 

“Hello!” 

“Is that the editor of the religious department?” 

“Not by a 7 

“I see it isn’t. They’ve given me the wrong connection. 
Good-by.”’ 
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The Departing Flood in Ohio and Indiana 


After the Storm Comes the Reconstruction Period, When the Real 
Destruction Can Be Ascertained and the Proper Remedies Applied 


OST from the rest of the world, surrounded and prac- 
tically buried in the depths of the titanic overflow 
of two great rivers since last Thursday, Marietta, 

on this the sixth day of the worst tlood ever witnessed 
by the sturdy people of this historic city, rose like an 
island from the great sea to resume her place upon the 
stage of time. Thus says a Marietta plumber. 

These are gloomy hours, Hearts are heavy. Many, 
with all their worldly possessions crushed and ruined by 
the now departing flood, today, for the first time since 
the monster made prey of the beautiful city, gazed piti- 
fully upon the remains of it all. They hesitate. One by 
one they make their way toward what has been left them 
by sheer fate, to strive for a new beginning. 

There is much to be done. There is no room for the 
indolent. The city must continue to be a center of pros- 
perity, learning and society. The blow has been a severe 
one, a blow not to be estimated in dollars and cents 
alone. Marietta must recover, and that as speedily as 
possible. Among us are few of the doubting Thomas 
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Piant of the Becker Mfg. Co. at Marietta, Ohio, During the 
Flood. 

kind. The Almighty, who does all things for the best, 
has spared us strong and persevering men; many men 
who will not turn back at any odds. They are men 
upon whom assurance can be placed. Missions probably 
as great as the one they are facing have not been per- 
formed by them. But with that determination and confi- 
dence which has won for them many a hard battle in the 
past, they press forward with strong arms and brave 
hearts to replace that which is lost. 

Not in a day can normal times be realized. It will 
take months to re-establish business and the former com- 
forts of this modern city. And so to-day, as in the be- 
ginning of the pioneer city of the great northwest whose 
one hundred and twenty-fifth birthday anniversary we 
are soon to celebrate, all of us, with faith born of our 
ancestors, halt not at misfortune, but set our eyes toward 
a reasonably near future which holds in store rest from 
our earnest toil and complete recovery, as well as the 
carrying out of contemplated improvements that will know 
no blotting out by flood. 

Becker Manufacturing Co. Will Resume Work About 
May Ist. 

In responce to a request by “Domestic Engineering,” 

as to their condition, F. M. Clymer, secretary and treas- 


urer of the Becker Manufacturing Co., Marietta, Ohno, 
writes: 

“We are pleased to advise that taking everything into 
consideration, we figure that we were very fortunate. The 
expense of getting some of our small buildings back on 
their foundations and cleaning up is the only loss we have, 
outside of having our factory shut down. All of our fin- 
ished product and goods in process were moved to the 
second story and are in good condition. On account of 
the lumber in our yard and dry kilns being water soaked, 
it will be impossible to get our factory running much 
before May Ist. We have 
straightening up and expect to be in position to supply 
the trade by May Ist.’ 


ur entire foree cleaning and 


The Effect at Dayton. 

The Philip Haas Co. had completed its new $25,000.00 
factory building at 123 Webster Street, Dayton, Ohio, 
just a short time previous to the flood and though it stood 
in the heart of the flood district and was visited by 16 
feet of water it still stands in good condition. The com 
pany is unable to estimate the loss at this time, but feels 
that it will run between five and six thousand dollars 
The company’s employees who were marooned in the 
building during the high water, gave good accounts of 
themselves at rescue work. They made ropes of burlap, 
which they used very effectively in drawing people to 
safety from surrounding buildings. 

The home of Philip Haas, located at 407 Linwood 
Street, was also caught by the high water and the family, 
including Mr. Haas, was driven to the attic of their home 
and would have suffered greatly from thirst had it not 
been that Mr. Haas conceived the idea of cutting through 
the roof and tapping the rain spout, which gave them 
sufficient water to last them until the flood subsided 

The optimistic spirit shown by Mr. Haas and his force 
is really to be marveled at. They are*hard at work re- 
moving all traces of the flood and will be shipping goods 
as soon as railroads are in condition to receive them 

The Pasteur-Chamberlind Filter Co., Dayton, suffered 
from 18 feet of water during the flood. but is not in posi- 
tion to estimate the loss at this time. However. it is safe 
to say that it will run about $4,000. A large force of men 
is at work removing the marks of the flood and putting 
the plant into condition. The company will be in position 
to make filter deliveries by May Ist 

The Dayton Pump & Manufacturing Co reports very 
small loss from the flood and is in position to make de- 
liveries of their goods at this time. 

The I). - Bates & Bro. Co., ith and St. Clair streets, 
Dayton, suffered a loss of about $2,500, which was prin- 
cipally in office equipment and damage to machinery. 
The company carried their finished stock on upper floors 
and was in position to ship goods as soon as railroads 
were in condition to receive them. 

The Vaile-Kimes Co., Dayton, Ohio, reports very slight 
damage from the flood, with exception of time lost, and 
reports that they are in position to make prompt ship- 
ments of their goods. 

The factory of Geo. J. Roberts Co., Dayton, Ohio, is 
located in the flood district where the water reached a 
depth of 20 feet. The loss suffered by this company was 
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principally in time waiting for the water to recede and 
time required for cleaning out mud. The finished stock 


was kept on the upper floors and was above reach of the 


water. The company wishes to express its thanks to the 


trade for their loyal support at this time 


Columbus Firms Recovering. 


W. W. Strickler & Bros., Columbus, reports a very small 


loss as a result of the flood and wish to announce that 
their automatic feed pipe-cutter will be ready for dis- 
tribution on May ist. This company’s loss was principally 
loss of time 


The Ruby Chemical €o., Columbus, while located in the 
flood district, is on very high ground so their principal 
loss is in time, as they were kept away from their plant 
for almost a week 

The Buckeye Pump & Mfg. Co. plant is located in the 
section of Columbus which was visited by high water, 
but owing to the plant being on very high ground was 


+ 


not reached bv the Water aS Was nrst reported. 


West Virginia Plumbers Lose Catalogs. 
The Bockway Plumbing & Supply Co. of Huntington, 
West Virginia, lost all of their catalogs in the recent 
flood and request that jobbers and manufacturers forward 


them, at once, new catalogs for their files 
High Water at Evansville, Indiana. 
The Peerless Selling Co’s. plant at Evansville was 


completely submerged by water, as shown in the photo- 


graphs reproduced in this issue. However, the mat 


ave 


ment succeeded in keeping the plant in operation with 


Ee 


| 


‘ 
| | 
“ 
— 


(tifa 
2S ee) 
Z : 


> Se ae 
a. - “+ 
* . : 


+ oo 





Temporary Dike Protecting Boller Room of Peerless Selling Co., 
Evansville, ind. 

the assistance of the faithful efforts of the workmen, 
who constructed temporary dams around the power plant 
and saw mill, which prevented these departments becom- 
ing flooded, which would have necessitated the shutting 
down of the entire wood-working and shipping depart- 
ments of the company. 

The potteries of the company are located on somewhat 
higher ground than other departments, and were in no 
way affected by the water 

Had the back water risen another inch higher, which 
was the highest ever recorded here, the company would 
have suffered a large financial loss, as the water would 
have washed over the levee of the Big Four tracks and 
flooded the entire works. 

The inability of all railroads to handle traffic kept the 
company from making shipments for a few days, but 
traffic was soon restored to normal, and with all the 
inconvenience they experienced, not a wheel was stopped 
or a day lost. 

When the calamity fell upon this section, Harry 
Weaver, the general manager, was in Cincinnati, and he 
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was forced to travel almost a thousand miles in order to 
reach Evansville. With all the trouble that confronted 
his plant, Mr. Weaver was awake to the probable loss 
to some of the craft in the various localities affected by 
the flood, and in characteristic spirit came to the front and 
extended to those affected an opportunity to restock his 
line to fill their requirements and fixing their credit to 
their convenience. 

Mr. Weaver, in talking to the “Domestic Engineering” 
representative, said he was in no way in sympathy with 
dry territories, but the location of their plant and of his 
residence had led him to believe that a man could get 
dissatisfied with too much wet territory. Mr. Weaver's 
residence is located on Upper First Street, which was 
covered to a depth of 18 inches, and which flooded all 


the basements in that locality. 
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Pitcairn, Pa—W. N. Barnhart has been awarded both 
heating and plumbing work in the $4,500 residence for 
J. B. Waite. 

Chillicothe, Mo.—The Stevens Plumbing Co. has se- 
cured contract to install plumbing, heating and ventilat- 
ing systems in the new court house here. 

Wheeling, W. Va—Frank Flowers secured plumbing 
and heating contracts on new $5,000 theatre being erected 
in Wheeling by the Edgewood Amusement Co. 

Junction City, Kan.—F. F. Ziegler has been awarded 
the heating and plumbing contract in the new First Na- 
tional bank building to be erected here in the near future. 

Spokane, Wash.—The plumbing contract for the new 
Davenport hotel was today let by the Brayton Engineer- 
ing Co. to the Smyth Plumbing & Heating Co. of this 
city at a price said to be $105,000. The awarding of this 
contract is in accord with the policy of the general con- 
tractors towards local concerns giving them preference 
wherever possible. Altogether there will be 1,115 sepa- 
rate fixtures, including 333 toilets, 493 basins, 270 bath tubs 
and 30 showers, not to mention the number of sinks; etc. 

The Smyth Plumbing & Heating Co. has been estab- 
lished here in business since 1901, its first location having 
been in the building which is now being torn down for 
the Milwaukee road, the northwest corner of Trent Ave- 
nue and Howard Street. Mr. James Smyth is president 
and H. B. DeLong secretary and treasurer. 


KENTUCKY PLUMBERS ELECT OFFICERS. 





The annual convention of the Kentucky Master Plumb- 
ers’ Association was held last Monday and ‘Tuesday, 
April 14 and 15, at Covington, Ky., with a most satisfac- 
tory attendance. 

The election of officers resulted as follows: 

President, Geo. W. Schardein, Louisville. 

Vice-president, W. H. Dahlenburg, Covington. 

Secretary and treasurer, W. W. White, Newport. 

The new executive committee is composed of the fol- 
lowing: J. J. Fitzgerald, Lexington; J. Isaacs, Louisville; 
Charles Whitehead, Frankfort; Geo. W. Keefer, Bellevue. 

A complete report with illustrations will appear in our 


issue of next week. 
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News of Interest 
Among¢g the Wholesalers 
and Manufacturers 


Ji 


ANNUAL CONVENTION OF THE NATIONAL were given by J. M. Heatherton of the “Plumbers Trade 
PIPE AND SUPPLIES ASSOCIATION. Journal,” W. E. Marquam of “Domestic Engineering,” and 


KImer Crawtord ot “Mill Supplies.” 

















On April 14th and 15th at the Hotel Sherman, Chicago, 
was held the annual convention of the National Pipe and 
Supplies Association which was attended by jobbers of 
pipe and supplies from all parts of the United States 

The Monday morning session was an open one, to which 
manufacturers and others interested were invited. The 
presiding officer was President J. P. Hartnett, of the L. 
0., St. Louis, Mo. 


as 


M. Rumsey Manufacturing 
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Newly Elected President W. M. Pattison, of the W. M. Pattison 
Supply Co., Cleveland, Ohio. 





J. J. Ryan, of J. J. Ryan & Co., Chicago, said that he 


. 


was an optimist and believed that to have good times 


Retiring President J. P. Hartnett, of the L. M. Rumsey Mfg. 
Co., St. Louis, Mo. 


The address of welcome was delivered by C. V. Kel- 











logg, of the Kellogg-Mackay Co., Chicago, who in well- _ 
chosen language told of the business supremacy of Chi- f f 
cago and its advantages as a convention city for the or- — 
ganization then in session. 3S 
After his response, President Hartnett introduced Harry a 








A. Wheeler, president of the Chamber of Commerce of 
the United States, who delivered in a particularly im- 


















inl] Reson “ 
uti 
pressive way an address on present day needs to cope ) nooess 
° a ai \y er X i) 
with present day conditions. He touched on the effect ULE a LLM MG | 
of trust regulation and the need of a more elastic cur- i. PA NNN A ‘ 
rency and the effect on business under a lower tariff. His Cee + Nutt) ~ 
address was, at different times, vigorously applauded. ge iy ‘ 
It will be our pleasure to reprint this address in an early Dia [ 
en ait -LRMERRELL™ 
number. PGP K "4:3 
Following the address by Mr. Wheeler, a number of the 
manufacturers and others were called upon for remarks : 
| | . =" took Among thes rere W fe C. V. Kellogg, of Chicago, Was a Prominent Figure at the 
on one pases OUTIOOK. Among = W sly m. Goavention. 
Manning, assistant general manager of the Youngstown 
Sheet & Tube Co., Youngstown, O., and A. N. Lally, of we must all show an optimistic spirit. Mr. C. C. Todd, 
the National Tube Co., Pittsburgh, Pa. also of Chicago, followed with apt remarks. 


Expressions from representatives of the trade press Some of the jobbers then followed, among them being 











Alex B. Pierce of N. O. Nelson Mfg. 
Co., St. Louis, Mo. 
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W. A. Ratcliffe of the Republic Mfg. 
Co., Chicago. 


T. C. Boswell. 


Smith, of the Smith-Courtney Co., Richmond, Goods, and Do they make their Customers understand 


Rahm, of the U. S. Supply Co., Omaha, Neb., that they are?” 


\ »LICk ot tl Naso to Oo n \\ or} it 1 ° 
'. A. Bucknam, of the Nason Mfg. Co., New York City, Tuesday Meeting. 


ended the open session and adjournment was 


taken until 


if ‘ 


iiterno 


Vi Both SESSIONS | uesday were executive. the morning ses- 
sion being notable for three addresses, which were all 
o ‘ol | | well received. 


| | . 
nm session, besides the various reports, 


was made by W. E. Clow, ot James B. Clow 
Chis ness.” 


lienry Aird, of the Aird-Don Company, Troy, N. Y.,, 


spoke on “Some oft the Essentials of a Successful Busi- 


licavo, on — | he Viaintenance ot a Price 


was followed by a discussion on “Cost of Doing Business” \lex. B. Pierce, ot the N. OO. Nelson Mfg. Co. St. 


and (oT) 


Top row, 


Bottom 
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Norfolk, Va.: J. B. Rahm, 


ko Jobbers Recognize the Terms as being as Louis, Mo., spoke on “Relations Between Manufacturers 


onsideration as the Price they get for thei and Jobbers.” 
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Members of the Executive Committee of the National Pipe and Supplies Association. 


ft to right: Geo. H. Bailey, Bailey-Farrell Mfg. Co., Pittsburgh, Pa.; A. A. Tomlinson, Virginia-Carolina Supply Co., 
i". S. Supply Co., Omaha, Neb.; George V. Denny, Georgia Supply Co., Savannah, Ga.; C. G. Cornell, 
Treasurer, Cornell & Underhill, New York City A. L. Scott, First Vice-President, Pacific Hardware & Steel Co., San 


Francisco, Cal.: George D. Melilvaine, Secretary, Pittsburgh, Pa.: W. M. Pattison, newly elected president, W. M. Pattison 
Supply Co., Cleveland, O. 


row . 
nett, 
logge, 


left to right: A. E. Ford, Ford & Kendig, Philadelphia; Oscar J. Saxe, Dalton-Ingersoll Mfg. Co., Boston; J. P. Hart- 
President, of lL. M. Rumsey Mfg. Co., St Louis; Chas. H. Simmons, John Simmons Co., New York City; C. V. Kel- 
Kelloge-Mackay Co., Chicago 
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. A. A. Tomlinson, of the Virginia-Carolina Supply Co., tions should be made in advance because the great auto- 

a Nortolk, Va., spoke on “The Great Work of the National mobile races follow the convention on May 30th, so that 

: Pipe and Supplies Association.” hotels will be crowded by the last day of the convention. 

d E. I. Leighton, of the Leighton Supply Co., Fort Dodge, Reservations for space in the exhibit should be made 

a lowa, opened a discussion at the afternoon session on directly with Secretary D. L. Gaskill, Greenville, O A 
“To What Extent is it Necessary to Sell Unprofitable considerable number have already been engaged for the 
Lines of Plumbing Supplies?” occasion, 


A discussion on “The Proper Method of Compensating Che following is the program as outlined for the entire 


" ah snttioen: 
Salesmen,” was opened by F. A. Buckman, of the Nason a 
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Manufacturing Co., New York City. First Session, Tuesday, May 27, 10:00 a. m. 

a \ddress oft Welcome, by 2, \. Bookwalter, Indianapolis, 
es Election of Officers, Tene) 

B The election of officers resulted as follows: Response, by O. C. Irwin, of Public Service Co., of 
a President, W. M. Pattison, of the W. M. Pattison Sup- Berlin. Wis. 

: ply Co., Cleveland, O. Roll Call—Reading of Minutes 

o ; Gam Reading of Applications for Membership. 

| Y Election of Members.—-President’s Address 

A Reports of executive committee and of secretary-treas- 
2 urer. 

. = \ppointment of Nominating Committee. 

a AWD, Appointment of Convention Committees 

4 Report of Committee on Meters, S. Morgan Bushnell, 
q \\ | AN of Illinois Maintenance Co., Chicago, IIL, Chairman 

a — \\\\ \\ \\ ~ Discussion. 

3 Report of Committee on Rates, J. L. Hecht ,of Public 
4 Service Company of Northern [llinois, Chicago [il., 
z Chairman 

3 / Discussion. 

: , Report of Committee on Station Records, H. R. Weth- 
3 erell, of Peoria Gas & Electric Co., Peoria, Ill, Chairman. 
. Discussion, 

. Second Session Tuesday, May 27, 2:00 p. m. 

4 Paper Hot Water Heating for Residence Districts, by 
3 \. C. Rogers, Toledo Rys. & Light Co., Toledo, Ohio 

a Discussion. 

4 SSS ; Paper—Possibilities of Hot Water Heating, by N M 
3 “a “ | Argabrite of Indiana General Service Co., Elwood, Ind 
4 Secretary George D. Mclivaine Was a Busy Man. Discussion 

ie Report of Nominating Committee 

= lirst vice-president, A. L. Scott, of Pacific Hardware Third Session, Wednesday, May 28, 9:30 a. m. 

. & Steel Co., San Francisco, Cal. Paper—Dtustrict Heating on the Pacific Coast, by Chas 
a Second vice-president, Alex B. Pierce, of the N. O. FE. Murphy, of United Light & Power Co., San Francisco, 
‘ Nelson Mtg. Co., St. Louis, Mo Cal 

a Treasurer, C. G. Cornell, jr., of Cornell & Underhill, Discussion 

a New York City. Discussion on The Use of Bleeder Turbines, by the 
a Secretary, George D. Mcllvaine, Pittsburgh. sinless ee 

a The executive committee consists of H. W. Thorndike, ARON OF CONCERT. 

a Boston; FF. A. Brockman, New York City; A. A. Merkel, Fourth Session, Wednesday, May 28, 2:00 p. m. 

a Cincinnati; ... T. Todd, Pittsburgh; Geo. B. Limbert. Paper—Commission Control of Utilities, by Hon. D. L 
a Chicago; George V. Denny, Savannah, Ga.; J. B. Rahm, Gaskill, Secretary of the Ohio Electric Light Association 
“i (JYmaha; A. A. Tomlinson, Norfolk, Va. Discussion. 7 

a Paper—Appraisal of Heating Properties, by Harold Al- 
. mert, of H. M. Byllesby Co., Chicago, Il 


a THE OFFICIAL PROGRAM FOR THE CONVEN- 


‘3 Discussion 
@ TION OF THE NATIONAL DISTRICT Paper Station Designs with Special Reference to Over 
e HEATING ASSOCIATION. load Capacities, by Mr. Denman, of Edison I[Ilmtg. Co., 
. delicate Detroit, Mich 
q The fifth annual convention of the National District Discussion. 
4 rieating Association will be held at Indianapolis, Ind., Fifth Session, Thursday, May 29, 9:30 a. m. 
‘i on Tuesday, Wednesday and Thursday, May 27, 28 and Paper—Is District Heating Profitable to the Central Sta- 
| 29, 1913. The headquarters of the convention will be the tion? by C. J. Davidson, of Woodmansee & Davidson, 
(Claypool Hotel, and the sessions will be held in the com Chicago, II. 
: modious assembly room of that hostelry. There will be Discussion. 
q an exhibit in connection with the convention and the ex- Paper—Operating Economies in Heating Large Factory 
c hibit will be in the same room as the sessions of the Buildings, by Edw. L. Wilder, Asst. Industrial Eng., of 
convention. Reservations for hotel accommodations can Rochester Ry. & Light Co., Rochester, N. Y. 
be made directly with the Claypool Hotel, and reserva- Discussion. 
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Entertainment. 

May 27, Evening, “Get Together” Party for all attend- 
ing at the Hume-Mansur Roof Garden. 

May 28, Afternoon, Theater Party for the Ladies. 

May 28, Evening, for all attending, party, Hume-Man- 
sur Koor Garden, Vaudeville entertainment and Buffet 
Lunch 

May 29, Afternoon, Automobile ride for Ladies 

May 30, Automobile Races. 

The officers for 1912-1913 are: President, R. D. De- 
Wolt, Rochester, N. Y.; 1st vice-president, J. F. Lewis, 
Detroit, Mich.; 2nd vice-president, J. L. Hecht, Chicago, 
Darrow, Indianapolis, Ind.: 


hio. Exec- 


lll.; 3rd vice-president, E. 
secretary-treasurer, D. L. Gaskill, Greenville, O 
utive Committee \. D. Spencer, Detroit, Mich. ;W. A 
Wolls, Columbus, O.; H. R. Wetherell, Peoria, Il. 

The standing committees are composed as follows: 

Committee on Meters S. M. Bushnell, Chicago, IIL, 
chairman; ©. D. Higeins, Detroit, Mich; C. H. Spiehler 
Dayton, © 

(Committee on Station Records H. R. Wetherell, 
Peoria, Ill, chairman; |. E. Davidson, Butte, Mont.: A 
I’ Biges, Detroit, Mich 

(committee on Rates: J. L. Hecht, Chicago, Ill., chair 
man; | lL. Walder, Rochester, N Y.; Thos 
Lakavette, Ind 


Donahue, 
The entertainment committee for the convention con- 
sists of the following gentlemen: 
lkdward L. McKee, president, Merchants Heat & Light 
| Darrow, chairman, gen. mer. Merchants Heat & 


Bb. DD. Christian, contract dept.. Merchants Heat & Light 


(. ©. Perry, president, Indianapolis Light & Heat Co. 
Thomas Wynne, secretary, Indianapolis Light & Heat 


Cw 
| Harris, general manager, Peoples Light & Heat Co 
lohn Patrick, secretary, Indianapolis Branch, Arm 

stl iT) rk ( «© 


Fk. Nealis, Indianapolis Branch, Westinghouse FE. & M 


Richard Ferrel, Indianapolis Branch, General Elec. Co. 

I. S. Shaw, Indianapolis Branch, Westinghouse Mchne. 
(0 

( Wer, Indianapolis Branch HW. W. Johns-Manville 
Co 

Chas. Shotwell, Indianapolis Branch, Fairbanks, Morse 
& Co 

Thos. Endicott, Indianapolis Branch, Crocker Wheeler 
Co 

Gordon Varney, President, Danville Electric Co. 

John Kester, Gen. Mer. Noblesville Light & Heat Co. 

R. C. Steuve, Indianapolis Branch, Allis-Chalmers Co. 

C. EF. Lewis, Commercial Club, Indianapolis 

J. Edward Krause, President, Indiana Hotel Keepers’ 
Assn. 

Frank Lawrence, President Claypool Hotel, Indian- 
apolis 

J. Kamps, Indianapolis Branch, Platt Iron Works Co. 

Mr. Smith, general manager, Shirley Radiator Co., 


Beech Grove. Ind 


Galion, O.—The Galion Brass & Bronze Co., of Galion, 
contemplates the erection of a new plant to be located on 
East Main Street north of the Erie tracks. The contract for 
the erection of the plant calls for its completion in 60 days. 
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THE APRIL MEETING OF THE MASSACHUSETTS 
CHAPTER OF THE 4A. S. H. & V. E. 





The Massachusetts Chapter of the American Society 
of Heating and Ventilating Engineers held its regular 
monthly meeting at the City Club in Boston on Tuesday 
evening, April 8th. The meeting was well attended and 
President Frank Irving Cooper presided. 

During the general discussion of the evening several 
unusual .experiences with radiators were related by 
Messrs. Smallman, Morrison and W. W. McLean, super- 
intendent of the Museum of Fine Arts, who was the prin- 
cipal guest of the evening. The method of installing and 
hanging wall-radiators was also taken up and discussed. 
A general discussion of the Air-conditioning at the Mu- 
seum of Fine Arts followed Mr. McLean explaining at 
leneth the installation, the effect and general benefits. 

\t the next meeting Humidity will be the subject and 
invitations to several physiologists will be given that 
the subject may be ably treated and much benefit de- 


ri\ ed theretre 1m. 


THE APRIL MEETING OF THE ILLINOIS CHAP- 
TER OF THE A. S&S. H. V. E. 

‘he Ilinois Chapter of the American Society of Heating 
and Ventilating Engineers held its regular monthly meet- 
ing in the Banquet Room of Vogelsang’s Restaurant, 177 
West Madison Street, Chicago, on Monday evening, April 
14th. 

In the absence of the president and vice-president, Past 
President E. I. Capron was asked to preside and he did 
so with his usual grace. 

Mr. Kehm moved that the reading of the minutes be 
dispensed with. This motion was carried 

Mr. Harte being present, a report from the Chicago 
Ventilation Commission was called for and showed prog 
ress 

The Committee to consider the question of compulsory 
ventilation laws for the present legislature, owing to the 
absence of the chairman, was unable to accomplish very 
much other than to learn that the ex-governor had ap- 
pointed a commission to draw up a State Building Code 
and that this commission had embodied compulsory ven- 
tilation features in its code. 1,500 cu. ft. per person per 
hour for theatres, assembly halls, etc., and 1,200 cu. ft. 
per pupil for class rooms in schools. This Committee 
has arranged to meet the State Committee this week and 
finally located a copy of the Law drawn up by the Chap- 
ter several years ago, and will endeavor to have this law 
embodied in the building code. 

As a question of discussion, Mr. Kehm brought up the 
necessity of securing permanent down-town quarters for 
the Chapter so that it could begin the collection of a Li- 
brary and reference files. Mr. Kehm was delegated a 
committee of one to look up this question. 

The secretary reported the election of J. M. Frank to 
membership in the chapter. The meeting was then turned 
over to the committee, consisting of August Kehm and 
R. M. Stackhouse. 

This committee provided, as a starter, a cabaret per- 
formance. and then Mr. Kehm described in detail, an In- 
dustrial Plant in the form of a railroad terminal compris- 
ing a 48-stall round-house, various repair shops, store- 
houses, etc., in which the heating load and the power 
load were practically balanced. He explained that at the 
time of considerine this problem, that the owners had 
given careful consideration to the question of the fan 
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April 19, 1913. 
system of ventilation and heating, and the question of 
direct radiation and natural ventilation, finally deciding 
on the latter. 

The round-house is heated by direct steam in the form 
of wall coils placed in protected sides of the pits—432 
<q. ft. to each pit—and wall radiation placed on the out 


side walls to take care of this exposure, About 75 per 


cent of radiation (28,000 sq. ft.), being in the pit 
The question of heating the shops required a great deal 


of thought and finally a forced circulation of hot water 


was decided upon. The tunnels are about 1,500 feet long; 
the method of taking care of the expansion, both in tun- 
nels and piping was fully illustrated and explained. The 
amount of expansion was also given and the study of this 
problem afforded a most instructive and pleasant evening. 
The Chapter voted thanks to the Committee, Mr. Soule 
serving in place of Mr. Capron as it had been necessary 
for Mr. Capron to vacate the chair. 
The subject tor the May meeting will be “The Commer 
cial Position of the Heating and Ventilating Engineer.” 


EASTERN TRADE GOLF ASSOCIATION’S ANNUAL 
MEETING. 


The Eastern Trade Golf Association held its annual 
meeting at the Machinery Club, New York City, on 
Wednesday April 9th. A luncheon was served at 12:30 
o’clock, which was followed by a business meeting. In 
the absence of Vice-President E. C. Molby, W. G. Le 
Compte was elected temporary chairman. The secretary 
read the minutes of the last annual meeting, which was 
followed by the secretary’s and treasurer’s reports. 

The secretary’s report showed that there were 110 
members at the present time; twenty new members had 
been elected during the year, 10 resigned and 9 were 
dropped for non-payment of dues. 

Captain J. B. Garfield read the captain’s report. 

The chairman appointed the following nominating com- 
mittee: Chas. C. Hale, W. T. Gilmour, W. M. Cosgrove. 

The following officers were elected for the ensuing 
year: President, Ek. C. Molby; vice-president, W. C. Mat- 
lack; secretary-treasurer, A. S. Armagnac; captain, J. B. 
Garfield; board of governors: G. M. Scott, W. T. Gil- 
mour, C. C. Hale, E. S. Aitken, G. A. Suter. 

Captain Garfield read a communication from the West- 
ern Trade Gold Association challenging the  East- 
ern Trade Golf Association to play a match game in 
Detroit in June. This challenge was referred to the 
Tournament Committee. 

W. C. Matlack extented an invitation to the Associa- 
tion to hold the spring meeting at the Country Club, 
Trenton, N. J. The invitation was accepted and referred 
to the tournament committee. The meeting then ad- 
journed. 


JOSEPH A. VOGEL CO. OPENS BRANCH AT 
ST. LOUIS. 

The Joseph A. Vogel Co., manufacturers of the “Vo 
gel” patent frostproof closet, at Wilmington, Del., has 
established a branch warehouse at St. Louis, Mo., which 
will be in charge of Francis J. Vogel. A complete stock 
will be carried at this point, in order that the company’s 
Western trade may be served without delay. Joseph A. 
Vogel, president of the company, has just returned from 
a Western trip during which the negotiations were com- 
pleted. A similar branch was established some time ago 
at Baltimore, Md., in charge of Wm. T. Casey. The 
erowth of this company’s business has been so great 
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that a two-story concrete and brick addition is being 


| 


built. This will just double its present tloor space 
WILL MANUFACTURE PLUMBERS’ WOODWORK. 


The Unton Sanitary Mfg 
Co. 1s the style of a new 
oncern to engage in the 
mantttacture of plumbers’ 
woodwork, at Syracuse, N. Y 
The company has been incor 


porate «| 


tor $50,000 and the 
enterprise 1s headed by Les 
lie [ uckless, ror several 
vears secretary of the Cen 
tury Sanitary Manufacturing 
Co., Eastwood, N. Y Lie 


1 


has been made presid 


ent and 


eeneral manager of this new 





enterprise. A suitable factory 
building has been leased on 
Park Street, Svracuse. and 


} 


this will be modernly equip 


Leslie Unckless. 


ped. Vhey will manufacture 
a high-grade line of closet combinations, which will be 
\ specialty will 


be made, however, of an automatic seat-actine closet and 


marketed direct to the master plumbet 


it is expected that this will be sold through the plumbing 


supply jobbe r throughout the country 














be made especially adaptable to schools and public build 
Ings. 
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The trade will be interested to know ot the marriave 1 


Tuesday, April 15th, at Evansville, Ind., of M. D. Heltrich, 
president of the Peerless Selling ©... ana Vii (s,race Otutlé 
ville, of Rockport, Ind. The couple have been spending the 
past week in a wedding trip, Chicago being the first objective 
point 

Ii’. G. Goodspeed, traveling representative for the Wol 
verine Brass Works, Grand Rapids, Mich., arrived in 
Dayton directly after the water had receded, armed with 
a letter from his house authorizing him to give all thre 
assistance he possibly could to mastel plumbers \\ ho had 
suffered from the flood 

Wm. S. Newkirk, secretary and sales-manager of the 
Niagara Radiator and Boiler Co., North Tonawanda, N. 
Y., was in Dayton and Columbus shortly after the flood 
had subsided. Mr. Newkirk was on his way east from 
St. Louis and stopped off to be of what assistance hi 
could to his friends in the flood district 

George M. Harden, for a number of years treasurer of 
the Philadelphia Pipe Bending Co., Philadelphia, has re 
signed his position with that company and will continu 
in the same line as district sales agent for the Whitlock 
Coil Pipe Co. of Hartford, Conn He has established 


offices at 518 Drexel building, Philadelphia, for the sale 


of the various products of this company, which includ 
coils of pipe or tubing in iron, steel, brass and copper, 
also pipe bends, as well as feed water heaters Mi 


Harden will also handle a complete line of steam spe 


cialties 
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H. E. Patrick, manager of the Canton branch of the 
Scioto Valley Supply Co., made a trip to Columbus and 
Dayton to learn the exact flood conditions. 

Ernest Heg, sales manager of the Fischer-Sweeny 
Bronze Co., manufacturers of the Turbine Ejector pump 
for vacuum heating systems, Hoboken, N. J., is receiving 
congratulations from a host of friends on the event of his 
wedding, which took place at Wilkes-Barre, Pa., on Fri- 
day, April 11. The happy couple expects to spend their 
honeymoon in the Berkshire Hills. 

W. G. Cook, sales manager of the New Jersey China 
Pottery Co., Trenton, N. J., returned recently from an 
extensive Western trip and has a weird tale to tell of his 
unhappy experience in the flooded district. He was com- 
fortably seated in a Pullman sleeper on the Baltimore & 


Ohio Railroad on his return East, but got only as far 
as Washington, Ind., where his train stopped for nine 
days While he and his fellow passengers spent most 
of their time playing “cinch,” he claims that the ordeal 


was far from being one. He made, however, better time 


this week coming to Chicago to attend the convention of 
the National Pipe and Supplies Association. 

Walter E. Edwards, whose 
picture appears herewith, 
was appointed in November 
by The Central Brass Manu- 
facturing Co., of Cleveland, 
()., as its representative of 
Ohio Mr. Edwards has al- 
ready made many good 
friends among the trade, and 
he will be a bie success and a 
credit to the high ideals and 
liberal policy of this high- 


crade brass-goods house, 





He has plenty of enthusiasm 


and believes in his line and 





mn high-grade goods and 
methods trom the ground 


up. With that platform and 


Walter E. Edwards. 


his own engaging disposi- 
tion he cannot tail ot a cordial welcome from the up- 


to-date plumbers of the Buckeye State. 


WANTS LABELS FOR FITTING BINS. 


Redlich WN Son, ot Terseyville, Illinois, desire the ad- 
dress of any one who can furnish labels for bins contain- 
ing fittings and supplies. They will appreciate word from 
any one who knows where such stock labels can be ob- 
tained. 


THE “DETROIT” PACKLESS RADIATOR VALVE. 


The Detroit Lubricator Company, of Detroit, Mich., is 
neeting with a gratifying demand for the ‘Detroit’ pack- 
less radiator valve, shown herewith. The company’s 
sales department reports that although it was placed 
on the market only recently it already enjoys a wide 
popularity and an extensive sale. It is stated that this 
valve is designed and made in a way to prevent leakage 
and the necessity of repacking. It is proof against the 
leakage which causes spotted and ruined floors, ceilings 
and decorations, and all the annoyances which result 
from leaky stuffing boxes, facts appreciated not only by 
the occupants and owners of the building, but also by the 


man who is responsible for the valves selection and in- 


stallation and upon whom the dissatisfaction with leaky 
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valves eventually reacts. It is so designed that unusual 
abuse as well as ordinary usage has no effect on it. 
Stepping on the handle makes no difference at all. The 
valve’s internal mechanism cannot be tampered with from 
the outside so that it is proof against the tinkering of 
inquisitive occupants of a chilly room. For vacuum sys- 
tems this valve is particularly fitted because it is always 
perfectly tight and the vacuum is therefore maintained 





The ‘‘Detroit’’ Packless Radiator Valve. 


without any opportunity for air leaking through. It 
is well-proportioned and has a pleasing and substantial 
appearance. It is simple inside and out. The handle is 
smooth on top and therefore cannot collect dust. It is 
a large “man’s size” handle and its shape prevents any 
possibility of the hand coming in contact with the hot 


metals. 


AGAIN IN OPERATION AFTER FIRE. 

Order is being restored at the plant of the Sanitary 
Earthenware Specialty Co., Trenton, N. J., which was 
damaged by fire on February 2Ist, its loss being placed 
at $50,000. The company has acquired the plant for- 
merly known as the Inter-State Pottery Co., and its men 
are turning out ware once more in good quantity. The 
old plant is being rebuilt and when completed a large 


additional force will be employed. 


ELDER MERCANTILE CO. ISSUE EFFECTIVE 
BOOKLET. 

The Elder Mercantile Co., Ottawa, Kansas, of which A. 
P. Elder, president of the Kansas Master Plumbers’ As- 
sociation is president, has just issued a most attractive 
and effective booklet containing reprints of nineteen let- 
ters which have been voluntarily sent them about plumb- 
ing and heating work put in by this firm. 

Such a booklet is one of the most effective means of 
placing before prospective customers the valued serv- 
ices of any master plumber. References of this kind have 
an effect that inspires confidence in the minds of those 
who wish to install modern plumbing. 

A noticeable thing about these letters is the fact that 
they come from so many other points in the state as well 
as from Oklahoma and Missouri. Many of them refer to 
complete jobs of water supply systems for country and 


village houses. 
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Chicago.—O. H. Juergens, attorney for the Chicago 
Master Plumbers’ Association, delivered an address on 
the mechanic’s lien law and the amendment now pending 
at Springfield, at a meeting of the association, April 7th. 
Mr. Juergens said that the amendment was constructed 
in favor of sub-contractors almost exclusively. He further 
remarked in the course of his talk that contrary to the 
general impression the right to a lien is good tor two 
years if a building does not change hands. Another 
speaker at the meeting was E. D. Holmes, insurance rep- 
resentative of the Illinois Master Plumbers’ Association. 
He talked regarding the matter of several amendments 
pending in the workingmen’s compensation act, and de- 
clared that if the state legislature passed these amend- 
ments, it would force every contractor to carry hability 
insurance. Through the efforts of Mr. Holmes the rates 
for hability insurance now carried have been reduced to 
about one-third of the former rates. 

John A. Nelson, a master plumber of St. Paul, was a 
visitor in Chicago recently. He called on some of his 
friends in the trade and reported business conditions in 
his home city in fine shape. 

St. Charles —Kohler & Harter have secured a $10,- 
000 contract for plumbing and heating equipment for the 
two new cottages at the Géneva Home for Girls. 





——— } 
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= ndiana_ | 
a Oo oOo 

Indiana has just passed through one of the worst ca 
lamities ever experienced by the residents of the Hoosier 
state. 

Terre Haute was the first city to fall prey to circum- 
stance, when the winds were so destructive in South 
Terre Haute. 

Then came along the rains which poured torrents from 
the heavens, overhowing the banks of all the streams and 
rivers, which in their mad rush were so destructive to 
life and property, carrying with them every conceivable 
object that could be dislodged from its resting place. 
Within a single night, millions of dollars worth of prop- 
erty was swept away, railroads and tractions hopelessly 
crippled and cities submerged. 

While the reports of loss of life and property, have in 
all cases been greatly exaggerated, they are bad enough 
at the best, and the depression in business in all parts of 
the state is adding much to the financial loss. 

[Indianapolis.—Indianapolis was visited by one of the most 
damaging floods ever experienced in that city. White 
River on the West Side, and Fall Creek on the North 
Side. were both out of their banks, flooding the factory 
district and the aristocratic resident portion on the North 
Side of the city. 

Numerous bridges were washed out, and many lives 
were lost. The submerging of the gas plant, water works, 


1 ' ‘ ‘ 
and power plant brought Indianapolis to a complete halt 


The only plumber directly affected by the tlood was 
W. T. Limmink, of 222 Bank Avenue, which is on the 
West River bank. The first tloor of his building was sub 
merged five feet and Mr. Limmink and his family spent 
three days on the second floor. 

Clint Hayes of Hayes bros., was forced to leave his 
residence at 2517 N. Capitol Avenue, which is near Fall 
Creek, and take quarters with his brother until the water 
receded, which covered the tirst tloor of his residen 


been circulated and 


Evansville.-—The reports that have 
published in reterence to thood conditions in’ Evansville 
have all been exaggerated, as Evansville proper is high 
and dry, with the exception of a settlement in the South 
end of the city, known as Oakdale, which is built on low 
ground, and is inhabited only by negroes and laborers, 
and about two blocks ot fashionable resident qdistrict on 
upper lirst Street where all basements wert flooded by 
back water from the street Kvansville has in no way 
suffered from the recent flood, except in ia ommerceial 
way, owing to the complete tie-up of all railroads entering 
here. 

Lafayette.- Lafayette proper was not seriously atfected 
by the recent flood with the exception of West Lafavette, 
which was in most parts completely submerged, How- 
ever, the flood caused a complete tieup of all traction and 
railroad service for a short time. and ihe Publi tilities 
furnishing street lichts wer for ‘ed to shut down, leaving 
the city in total darkness. The water works was in a 
crippled condition, and the lack of water resulted in t 
clesinge of the public schools. The incoming mail was 
all dumped at the battle grounds, where it was transferred 
by wagon, auto and boat Service to thie | artavette post 
office. 

Geo. B. Wallace of Wallace PBros., is again on the 
after a nine weeks’ illness resulting from a nervous breal 
down. 

Wallace Bros. Co. have been awarded the contract f: 
the heating installation in the Kind Apartment building 
The plumbing contract was let to F. J. Gallivan 

The contract for the plumbing and heating in the new 
residence for R. U. Thomas, has been awarded to Lane 
Pyke Co. 

The firms of Martin & Cass and A. FE. Bradbury have 
consolidated their shops. The style of the new firm will 
be Bradbury-Martin-Cass & Co. They will be located 
on State Street hill, West Lafayette During the flood 
their shop was used as a commissary store, from which 
food was distriblted to the inhabitants of the flooded re 
dence district of the West side 

Fort Wayne.—Chas. R. Weatherhogge of this city has 
been awarded the contract to btuild the Red Men’s home 
at Indianapolis. The building will cost about $250,000 

The Central Heating Co., of this city, has submitted 
a propos ition to the board of pul lic works for a franchise 
for a central heating plant. 

Richmond.—The plumbing firm of McGrew & Hasecos 
ter has been dissolved and in the future the business will 
be conducted by Arthur McGrew 

Terre Haute —Gault & Gault, architects, of this city, 
are now making plans and specifications for a Catholi 
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(Church to be built at Napoleon, Ind., which will have 
plumbing and a steam heating system. 

Prox & Burgett are working on the $35,000 heating and 
plumbing contract for Music Hall and College building 


at ‘St Marys ot the Woods, and expect TD finish about 


Brazil.— Johnson & Muller, architects, are making plans 
for a high school for Barr Township, Daviess County. 
This school will be equipped with plumbing, heating and 


all necessary mechanical equipment 


(Ke: Centucky | 





ouisville—But one unsatisfactory condition prevails 
in vn Kentucky plumbing supply market, according to 
a consensus of opinion in the trade. The sluggish condi- 


tion of traffic to Louisville from supply points north 
and northeast has given rise to a scarcity of various sup- 
plies which is remedied only intermittently as shipments 
vhich have been long delayed are pushed through. There 
is practically no quotable change in price in any line, 
the firmness of the market being due to the necessarily 
quiet movement because of small stocks and to the lack 
of facilities for prompt communication with other centers 
as much as to any other factors. A noticeable scarcity 
of wrought iron pipe is reported, as most of this product 
comes by the carload from Youngstown, Ohio, and Read- 
ing, Pa., and traffic to Louisville from these points is in 
very bad condition. Special fixtures, which are almost 
always procured after reasonable delays, are exceedingly 
difficult to figure upon, because of the depleted condition 
of local jobbing stocks and the uncertainty existing as 
to when they will be replenished. It is expected, how- 
ever, that very marked improvement will be evident by 
the first of the month and that prices will continue firm 
with more ample stocks to permit of fine spring business 
being handled in satisfactory fashion. 

\ contract for the installation of extensive piping, 
closets, drains and so forth in a large new swimming 
pool which is being constructed at Fontaine’ Ferry 
Park, one of the leading amusement resorts of the city, 
has been awarded M. J. Duffy and Sons, prominent Mar- 
ket-street plumbers. The resort is owned by the Park 
Realty Company, Harry Bilger, manager, and a concrete 
basin 45 by 200 feet in dimension is being installed to 
vive Fontaine Ferry every appurtenance for bathing. 

Joseph McWilliams & Co., well-known Louisville heat- 
ing engineers, recently secured a contract for the instal- 
lation of a modern steam heating plant in the new County 
Poorhouse, which is to be erected on the Bardtown road 
a short distance outside this city by the Jefferson Fiscal 
Court. The equipment is to be of a model type for such 
an institution and will cost $2,876. The Central Concrete 
Construction Company, of Louisville, will erect a water- 
works at the Poorhouse, as well as the new structure 
itself. 

The Falls City Construction Co. recently secured a con- 
tract for the erection of the new courthouse at Bard- 
well, Ky., a structure costing $18,917, and is to award sub- 
contracts shortly for the plumbing and heating equip- 
ment. 

J. T. Underhill & Co., of Cincinnati, O 
a contract for the plumbing installation in the new St. 
Benedictus Church, Covington, Ky., for which Harry 
Dumhorft, of Cincinnati, has the general contract. 
Thomas J. Nichol & Co., of Cincinnati, will install the 


, recently secured 


heating equipment. 
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Meadville—Graham & McClintock, 62 Water Street, are 

finishing plumbing and steam heating in Crawford Coun- 








ty jail. The job amounts to $6,300. They will soon start 
work on the plumbing and heating in new addition being 
built on Presbyterian Church, also in seven new houses. 

Loesch Bros., formerly known as Meadville Roofing 
Co., 1056 Water Street, are installing new plumbing fix- 
tures at the Erie depot. 

L. L. Lord Co, has been awarded the contract for plumb- 
ing and heating in new Armory on Diamond Park. The 
contract amounts to $5,000. 

A great deal of building is contemplated in Meadville 
this year. Work of excavating was begun April 8th on 
new Masonic Temple, a $660,000 building. Plumbing and 
heating contracts have not been let. 

The Allegheny College 
new buildings. 


is contemplating at least two 


Phi Gamma Delta Fraternity has plans out for the erec- 
tion of a fraternity house on N. Main Street costing about 
$25,000. Contracts for heating and plumbing have not 
heen awarded. 

Thurston & Ellis, brand new master plumbers, opened 
a shop at 378 North Street on February 7th. They are 
starting the year with twelve new residences for plumb- 
ing and lots of repair work. 

A. W. Dennis has made application for master plumber’s 
license and expects to open a shop at 383 North Street. 
tle has made application for membership in North West- 
ern Master Plumber’s Association. 

Toledo.— The contract for plumbing and heating instal- 
lation in the new four-story building of the Diesel Cigar 
kactory has been secured by Raitz & Co. The considera- 
tion named was $5,000. 

The outside plumbing contract for the new Scott high 
school building on Collingwood Avenue has been awarded 
to Edmund Ehrling, of Toledo. 
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Janesville—The Southern Wisconsin Master Plumbers’ 
Jenevolent and Sanitary Club held its meeting in this 
city with fifty members in attendance, representing prac- 
tically every Southern Wisconsin city. After dining at 
the Myers House, the club went into a business meeting 
at which officers were elected as follows: President, Neil 
MecVicar, Janesville; vice-president, William 
Madison; secretary, H. S. Horstmeyer, Madison; treas- 
urer, D. Osborn, Beloit. The problem of reducing over- 
head angen, as applied to the master plumber, was fully 
discussed and much useful information derived. Members 
of the State Master Steam Fitters’ Association were rep- 
resented by Messrs. Gessler, Meadows and Kaufman, of 
Milwaukee. The next bi-monthly meeting in May will 
be held in Madison. 

La Crosse.—If plans materialize, a new master plumb- 
ers’ association will be organized by master plumbers 
of cities in the Mississippi Valley. A preliminary meet- 
ing was held at Winona recently at which it was decided 
to form the Mississippi Valley Master Plumbers’ Benev- 
olent and Sanitary Association. The next meeting, at 
which the organization is to be completed, will be held 





(wens, 


in this city. 
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